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S E R I E S of l 8 8 9 


W hat a small amoun t of mon ey will d o 
just n ow. 
W here to go an d how7 to spen d it 
ad van tageously. 
Bargain s for the people. 
The holid ays are over an d gon e an d the 
season for reiiucin g stock is upon us. 
Before m akin g in ven tory m e offer our en ­ 
tire stock of Lad ies’ an d Child ren 's Cloaks. 
Jackets an d W raps at greatly red uced prices. 
W e have an elegan t assortmen t an d are will­ 
in g to sacrifice in ord er to close out. 
A few holid ay good s left which we will 
sell at on e half their value. 
Great in d ucemen ts 
offered to Lad ies in 
search of Dress Good s an d Trim m in gs. 
The Sun shin e Series of Books, 3 volumes, 
Sun shin e for little child ren . T he Easy Book. 
The Home Picture Book, com prisin g about 
630 pages, magn ificen tly illustrated , highly 
illum in ated covers an d crowd ed with charm ­ 
in g pictures an d excellen t stories for the 
little folks, worth $2.75. 
W e sell the set for 
*1.00. 
Also n in n y other l>ooks an d n ovelties 
very pleasin g for the child ren . 
We in vite an in spection of our good s before 
buyin g elsewhere. 
U n til further n otic« our store will be 
closed every7 even in g at 6 o’clock Saturd ay 
excepted . 


CROSBY & ENNIST, 


Nos. 2 & 
k Cflion-Ave.. Moot, N. Y. 
NOTICE! 


The greatest slaughter in Books 


ev er known. 


J ttany , 
beautiful 
Christinas 


presents.7 


Christmas and New Year Cards 


in abundance. 
Choice Calendars, 


Diaries, Scrap Books, Photograph 


and Autograph Albums, nev er be­ 


fore as cheap and beautiful at 


S. L. D R A K E ’S, 


2 9 W a l l - S t r e e t 2 9 


K 
I N 
G 
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O 
1ST, 
N - 
Y . 
O. A nd O. T E A 


T h e Choicest T ea E v e r Offered . 
A B S O L U T E L Y P U R E . 


A MOST DELICIOUS BEVERAGE. 
TRY IT 
You will nev er use any other. 
’Quality 
nev er v aries. 
It is the H ighbbtGback Leaf , picked from the 
best plantations and guaranteed absolutely pure 
end free from all adulterations or coloring matter. 
The packages are hermetically sealed and war­ 
ranted full weight. It is more economical in use 
than the lower grades. 
M 
L 
& OCCIDENTAL TEA CO., I/i’d, 
H ead O ffice, 35 H u rlin g S lip , N ew -Y ork . 
For sale by 
E. Ii, P arish . Rondout, A. A. 
& C. R -S ty le s , 
Kingston. 
A. P. Van Suren, Rondout. 
P. E. 1 tc 
Bow, Kingsmn. 
________________________ 
I B T S i H & fan f a i . 


D r y G ood s 


an d Carpets. 


After J anuary 1, our store will 
closed at 0 p. m. 


Saturday s Ex cepted. 


b e 


16 8 Strand and 21 Fcrry -St. 
George L. Wachiiiey er, 


U N D E R T A K E R 


-AND- 


NOTES ON 3’ K W S OF THE DAY. 


T h e Vo ice n ow7 challen ges Sen ator Quay, 
Colon el Dud ley an d J. S. Clarkson to sue it 
for libel. 
It is willin g that they put their 
claims for d amages at $100,000. 
It has n ot 
d amaged the three men three cen ts’ worth. 


T h e Govern or is expected to sign the bill 
n ow l>eforc him. fixin g the meetin g of the 
electoral college at Alban y n ext Mon d ay. 
A 
veto would n ot d efeat Harrison an d Morton , 
lien ee Mr. Hill will n ot waste his statesm an ­ 
ship upon on e. 


T n E W est V irgin ia Circuit Court has d is­ 
missed the bill of in jun ction an d the writ of 
certiorari award ed by a lower court in favor 
of Jud ge Flem in g, Democratic can d id ate for 
Govern or, an d Mr. 
Ald crson , Democratic 
n omin ee for Con gress in the third d istrict. 
This d ecision elects Goff to the Govern orship 
an d McGin n is to Con gress. 


F iv e vessels have been given up by the 
New York Maritime Exchan ge as lost, as 
they have n ot been heard from sin ce the big 
gale of November 25th an d 26th. 
T heir 
n ames are Saman a, Nile, L. P. Armstron g, 
Ella A. W arn er, an d E. M. Bacon . 
The 
Saman a was a steamship; the others were 
brigs an d schoon ers. 
Fifty-five lives are 
supposed to have been lost with them. 
The 
total value of the vessels was $750,000. 


W e learn from 
the St. Paul Pio n eer- 
Press that “ Postm aster Gen eral Don M. Dick­ 
in son d eclares he is goin g to live in Michigan 
un til that state becomes Democratic.” 
D ick­ 
in son has caught the Democratic in stin ct oi 
bulld o/.iDg an d in tim id ation . 
His threat to 
stay in M ichig^i is such a scare that we 
would n ot be surprised if the people of that 
state should rise up an d vote the Democratic 
ticket un auimously just ouce, iu ord er to 
n otify him tlmt he is n ot un d er obligation s to 
live there an y lon ger. 


T h e r e was an other d ead lock in the House 
yesterd ay, an d I he d ay was wasted . 
The 
frien d s of the Oklahoma a*<l Pacific-Railroad 
fun d in g bills, havin g been d efeated in their 
efforts to chan ge the rules for the preven tion 
of lillibusterin g, turn ed the tables an d tilli- 
bustered all d ay for the fixin g of a d ay for 
the con sid eration of the bills. 
Gen . W eaver, 
a Democrat, led tlie fight, breakin g over 
the d ecision of the caucus. 
Should an other 
caucus be called to break the n ew d ead lock, 
it is feared that W eaver will kick again , an d 
that the en tire session . will be wasted . 
The 
Republican s are n ot un happy, as the n eed of 
a special session of the fiftv-first Con gress is 
in creased by every d ay of d elay. 


P o l it ics arc becomin g in terestin g in Dela 
ware. 
The Republican Legislature lias as­ 
sembled . an d the fight for the Sen atorship 
has begun in earn est. 
Yesterd ay’s work 
showed Tren t to l>e far in the lead of his 
com petitors, Massey, Higgin s an d Smithers, 
but w ithout sufficien t stren gth to in sure elec­ 
tion . 
The “ d ark h o rse” is a million aire 
n amed Ad d ieks.who is keepin g his eyes open 
for d evelopmen ts. 
The two houses lu join t 
session yesterd ay took measures for callin g a 
con stitution al con ven tion , a measure to which 
the Democrats are opposed . 
The comin g 
con stitution will close out Delaware as a rot­ 
ten borough, an d en d the Bayard an d Sauls- 
bury regime. 
_________ 


B o asts of sum m er weather come from 
Con n ecticut. 
In Seymour a flock of robin s 
has been seen an d a blue bird has been sin g­ 
in g for a week. 
An An son iu a man has 
pulled the weed s from his strawberry In als 
an d foun d several bud s n early read y to blos­ 
som. In Mil ford crocuses an d early lilies have 
blossomed , in Bethel a peach tree is iu full 
bloom, in Farm in gton an d Mon roe the farm 
ers have begun their sprin g plowin g, in Dan ­ 
bury pussy willow bud s are burstin g, atjd in 
Blon iogton bouquets of violets an d d an d e­ 
lion s ’"lYe Geon gathered . 
But in Dakota 
yesterd ay the m ercury fell to 14° below zero, 
an d a cold wave exten d 8 d own to 1 exas. 


S e n at o r V e s t , who carried St. Louis for 
the Republican s by bis loud -mouthed procla­ 
mation s of etern al war again st protection , 
moved in the Sen ate yesterd ay to put bitu­ 
min ous coal on the free list. 
Sen ator Gor­ 
man opposed the motion in a rin gin g speech, 
in which he d eclared that free trad e had d e 
featcd the Dem ocratic party. 
He was fol­ 
lowed by Voorliees, who d en oun ced V est’s 
proposition as mon strous, an d said that even 
the Mills bill when the Democratic con ven ­ 
tion en d orsed it cairied a d uty of 75 cen ts a 
ton . 
Faulkn er of W est Virgin ia also spoke 
in opposition to the amen d men t. 
The vote 
upon it was 11 to 31. 
From this it appear 
th at some of the old free trad ers have learn ed 
to take their med icin e straight. 


A STORM'S G R E A T H A V O C . 


O n e H un d re d Lives L o s ta t R ead ­ 
in g, P en n . 


S O M E T E R R I B L E SCENES 


Of Sufferin g, D eso latio n ,R uin a n d 
• D eath Depicted . 


B U I L D I N G S D E M O L IS H E D . 


W a lls Collapsed as T h o ug h They 
W e re Egg Shells. 


B R I D G E C A R R I E D A W A Y , 


PllACTICALEMBALMER 


17 8 Strand, 
31 Ferry -St, 


Eesidence 10 Hone-Strefit, 


R O N D O U T , 
N. .Y. 


Special and Personal Attention 


—G IV EN TO ALL— 


CALLS NIGHT or DAY. 


Telephone call 5. 


T ire Fran klin coun ty almshouse con tain s a 
pew in mate. 
His n ame is Willihtn Pierce, 
an d he bad been wholly forgotten by the peo­ 
ple of the coun ty un til he was brought to 
the almshouse from Auburn prison . 
On the 
10th of Jan uary, 1639, (just 50 years ago to­ 
d ay), Pierce, then a boy of « ¡« teen , killed 
bis father in the wood s with an ax over a 
quarrel about a horse. 
The parricid e was ur- 
rosted , copyicted of m urd er in Jun e, an d sen - 
en ced to be han ged September 2d of the 
same year. 
On accoun t of bis youth Gov. 
Seward commuted his sen ten ce to impr.ispn - 
m cn t for life. 
A few yeais ago Pierce be, 
camfl hopelessly in san e, an d a secon d com- 
m utalio« fury« him over for support to the 
coun ty from whbib b« came. 
He served in 
A uburn prison 49 years, 4 W flths an d 6 d ays. 
Every on e of his relatives in this eouotfy has 
been d ead m an y years. 
• 
- 
— 
— 


Mb. V an C o tt has in trod uced an am en d ­ 
m en t to the ejection law in the State Sen ate 
which requires the voter to write his n ame in 
a book kept for the purpose when he con ies 
to the polls to vote. 
The real object of flyif 
is to preven t the votin g of repeaters on ficti­ 
tious n ames, but the Democrats in sist that it 
v o yld preven t men in their party from vot- 
ln eaU U ,6iyce they can n either write their own . 
or an y other n n tao, 
T he Democratic party 
is a good d eal more aaxiotp» U) protect ign o­ 
ran t than in telligen t men iu tbe right to yafe. 
B ut there is real ballot reform in Mr, Van - 
CGjti’s measure, an d those who read Goy. 
H ill’» pie» for the purification of election s in 
his message have stron g reason s to believe 
th at he will approve it. 
It 
require 
about five “ cam paign s of in tellect" like the 
on e recen tly con d ucted by Calvin Brice to fit 
the Democratic party to tbe reform. 


A nd D e p osite d in N iag ara ltiv e r l» y th e T er- 


riffic G ale of th in M orning; L oss of L ife, K lc. 


The storm of last n ight an d this morn in g 
In the vicin ity of Kin gston City was a mere 


bagatelle com pared to the fury of the elemen ts 


ai poin ts west an d n orth. 
The loss of life 


has been appallin g, an d the d estruction of 


property large. 
Scen es in Read in g, Pa., to­ 


d ay, an accoun t of a suspen sion brid ge at 


Niagara Falls bein g carried away, this m orn ­ 


in g, an d other phases of the cyclon e are told 


in the followin g d ispatches to T he F reem an . 


T H E STORM A T R E A D IN G , I*A. 
By Telegraph to The Freeman. 
R ead in g , P a., Jan . 10.—This City was 
struck by a w hirlw in d , last even in g, which 
d id much d amage to property an d hurried 
man y people in to etern ity. 
The five-story 
build in g of Grim shaw’s silk mill, built of 
iron , glass an d brick, collapsed , an d was 
crum bled in to ruin s. In the large structure at 
the tim e were 200operatives,m ostly girls, who 
were buried in the d eb ris. 
The walls of the 
large pain t shops pf the Philad elphia .Rail­ 
road Compan y were also laid low, buryin g a 
n um ber of workmen . 
N in e d wellin gs were 
un roofed . 
At 12 o’clock, lust n ight, 25 d ead 
bod ies had been recovered . 
Before the crash 
of the whirlwin d came there was a n oise as of 
thun d er, an d person s saw a fun n el-shaped 
maelstrom approachin g, which appeared to 
gather up everythin g within its reach. In the 
coun try n ear this City houses an d barn s were 
un roofed , 
flic win d came from the west. 
100 LIVES LOST. 
Over 100 person s lost their lives l>v the 
storm. 
The cyclon e left the en tire City in 
d arkn ess which was on ly relieved by the 
electric lights an d huge bon fires which shed 
their lurid glare on the scen e of d eath. 
All 
last n ight brave an d willin g han d s assisted in 
the work of the rescue of the d ead . 
The 
hospitals an d un d ertakers’ establishm en ts are 
filled with the victims. 
The physician s are 
all busy, an d man y private houses have been 
open ed for the accommod ation of the in jured . 
The work of rescue was greatly retard ed 
from the sin gular m an n er ip which the silk 
mill collapsed . 
It d id n ot blow over, as 
m ight bave been expected from the terrible 
force of the win d , but was bad ly crushed 
d own , fallin g in upon itself in on e mass, n ot 
a vestige of the walls remain in g stan d in g 
above the ston e foun d ation . 
The rafter.san d 
tim bers of the floorin g projected in all d irec­ 
tion s. 
As the build in g was steam-heated the 
ruin s d id n ot take tire, otherwise n ot on e of 
the un fortun ates could have escaped d eath in 
its most appallin g form. 


s e n d i n g h e l p . 
Teams of every d escription , omn ibuses, 
fun eral coaches, fire-wagon s, hospital van s 
an d private vehicles were pressed in to ser­ 
vice an d were run n in g rapid ly to aud from 
the scen e of the d isaster all n ight lon g, bear­ 
in g the bod ies of the woun d ed , d yin g an d 
d ead to their homes or to the d ifferen t hospi­ 
tals. 
From the statemen t of some of those 
who escaped from the build in g it appears to 
have gon e d own in an in stan t. 
There was a 
loud crash of breakin g timber, an d the per­ 
son s in the mill all rushed toward the main 
d oors. 
Man y 
of them succeed ed in get­ 
tin g out, while four girls saved themselves 
by jum pin g from the secon d story wiud ows. 


THE FIRST BUMBLING NOISE. 
The first rum blin g n oise was followed in ­ 
stan tly by the fallin g of the build in g, the 
upper story goin g first w ith its hum an load . 
Had it n ot been for the fact that but few of 
i lie baud s were on the third an d fourth 
floors at the time, scarcely a fife w oull 
have 
been 
saved , 
George 
Grim- 
shuw. 
on e 
of 
the 
proprietors, 
of the mill, who was in the office at the time 
an d barely escaped w ith bis life, havin g re­ 
ceived several severe woun d s on the head , 
stated that there were to the best of his 
kn owled ge about 275 person s, prin cipally 
girls an d boys, in the establishm en t at the 
jjpie of occurren ce. 
gTTLL IN THE RUINS. 
U p to 8 o’clock this moppin g the large n ia- 
iority of the victim s were stiil in the ruin s. 
Mr. Grimshaw has given out the followin g 
list of killed , in jured aud missin g reported to 
him : 
SOME OF THE KILLED AND INJ URED. 
The list accoun ts for n early 200 of the em­ 
ployes; 
K i l l e d — E va Leed s, Hurry Krocker, Wil- 
• liam Sn yd er, Sophia W )n kejmau. Carolin e 
Kershn er, 
. 
I n j ur e d — An n a Leed s, An n a 
Yry, A ugus­ 
tus 
Rosclip, 
John 
Reeber, 
An n a 
Lovelan d , 
Sarah 
Shad e, 
Floren ce 
Rhoad es, Elizabeth Haws, Beekley Hoycr, 
Hen ry 
Bricker. 
Osman 
Staab, Rebecca 
Poun d s, Mary Evan s, Sarah Savage, Sarah 
Evan s, Ella Kress, E lla Pflum, Agn es Sav­ 
age Nora T aylor. An n a Bricker, Ella Reit- 
n on r, Mary 
Fitzpatrick, 
Letitia 
Taylor, 
Catherin e Fitzpatrick, Catherin e Bowman , 
Sarah E. Bright, Laura W riglit, Id a Schaef­ 
fer 
Aman d a Schaeffer, Ella Krick, Ella 
Carl 
Bertha Taylor, Clara Noll, Catherin e 
Hartm an . 
Missin g; 
Catherin e 
Alspacb 
Celia 
Ritn cr, 
( l ir a 
Alspueh, 
Mild red 
Lan ger, Lizzie Rowlan d , Catherin e Yaetrer, 
Elizabeth Owen , Sarah Baum, Sarah O’Neil, 
Ella Bucher, Laura Gehrit, Carolin e Hart- 
mau 
Barbara Seilheimer, Em m a Deemer, 
Sarah tiigkle, Elizabeth M artin . Mary Woot- 
ten , Iren e Dickin son , Emin a Presser, D. 
Hain es, Laura Hoffman , Mary H artm an , ha- 
rah tiasson , Amelia Christman , Id a Miller, 
An n ie Taylor, Hen ry Hoffmastcr, Charles 
Hoyer, Heister Sn yd er, 
W ellin gton 
Len ­ 
irlo 
Jam es 
Summon , 
Jam es 
Fin n , 
Charles 
Ropier, 
Fred erick 
Reif 
E d ­ 
w ard 
B fock» ay, 
-lames 
NevIn - 
Charles Fin n ,H arry Fisher.H ow tm l Shrar 
H. TompllD, A. Bassler, Len a Syn d er, M 
garet Rowe, G ertn id e Shick, E. Pflum, So­ 
phia Freese, John Nevin , Philip Sid el, Clay­ 
ton Lud wig, F rauk Moliu, George Hermn n 
W illiam Grow, H. Fid d ler, Jacob Seid el 


Cleaver, Sarah Berstler, Emm a Neston , Mary 
Kin sey, Catharin e Leba, Eliza Lstchford , 
M Havs, F. Umben liowcr, M. Yogel. 
KILLED AND INJ URED IN A PAINT SHOP. 
The followin g is a list of the killed an d in ­ 
jured at the Philad elphia & Read in g Pain t 
Shop, which was struck by the cyclon e, an d 
the men en veloped in flames by the explosion 
of the gas chambers in n in e passen ger cars; 
K illed—A llen Lan d en heiger. bead , legs 
an d arm s missin g; John Foreman , crushed 
to d eath; John M. Kahlcr, carpen ter, head 
crushed ; Sherid an Jon es, burn ed to d eath; 
George A. Schaeffer, legs burn ed off. 
I njured —George Kuabb, seriously, Aaron 
Dcwald , arm broken . 
THE LOSS $175,000. 
The loss to the Philad elphia & Read in g 
Railroad Compan y is probably $65.000, an d 
to the silk mill an il its machin ery $110,000. 
THE CONFUSION IS GREAT. 
This morn in g eight more bod ies were taken 
from the ruin s. 
The con fusion is great, an d 
the City is filled wit h thousan d s of people from 
the 
surroun d in g 
coun try. 
Con sid erable 
mon ey has been con tributed for the relief of 
the sufferers. 


T H E D ISA ST E R A T PIT T SB U R G . 
By Telegraph to The Kreeinau. 
P it t s b u r g, Pa., Jan . 10.—The storm of 
win d an d hail that visited this City yesterd ay 
was the worst kn own here iu years. The n ew 
build in g of C. L. W illey, which was in 
course of erection , was hurled to the earth 
an d again st W eld in A Com pan y’s bookstore, 
o.i Wood street, at d the barber slo p of F 
Schemuker, on Diamon d -strect. 
The leather 
store of W. H. Thom a was wrecked an d the 
rear en d of the H. W alter Compan y book­ 
store. 
Some of the fallin g d eb ris struck 
Joseph 
Richbn um’s 
build in g, 
breakin g 
the 
win d ows 
an d 
in jurin g 
en i 
ployes. 
A 
portion 
of 
the 
wall 
of 
a 
millin ery 
store 
an d 
the 
build in g of Rea Bros. A Co., stock brokers, 
was partly wrecked . 
Up to 10 o’clock hist 
n ight 40 man gled an d bruised bod ies had been 
taken from the ruin s. 
Some were d ead , 
others were d yin g, an d man y were fatally in ­ 
jured . 
On e or two d ied while bein g con ­ 
veyed 
to hospitals. 
E ight person s were 
killed 
outright, 
an d 
35 
were 
in ­ 
jured , some of 
whom have sin ce d ied . 
The followin g d ead people have been id en t­ 
ified : 
Samuel Strin ger, aged 16 years, prin ter; 
Thomas Jon es, bricklayer; Charles Fritch, 
aged 16; George Mason , carpen ter; Fergie, a 
colored boy; George Kirseh, bailor, aged 16. 
The storm wrought havoc in other portion s 
of the City an d alon g the railroad s cen terin g 
here. 


A CYCLONE IN BR O O K LYN . 
By Telegraph to The Freeman. 
Brooklyn 
, Jan . 10.—A W estern torn ad o, 
although uot on a gigan tic scale, visited this 
City last n ight. 
Ifitirst appeared n ear the 
head of Gowan us Creek iu South Brooklyn , 
where, in some un kn own way, it d oubtless 
caused an explosion of the Citizen s’ Gas 
W orks, an d then whirled its way pretty n ear­ 
ly in a straight lin e n ortheast, un rootin g 
houses in its path an d d oin g its last very d am­ 
agin g piece of work in the Navy Yard , where 
it un roofed a part of the marin e bariacks. 
It was accompan ied with the n oise an d all 
the terrifyin g effects of a wild Wes tern tor­ 
n ad o an d a rum blin g soun d which was heard 
at the explosion of the first of the tan ks of 
the Gas Works, but n ot at that of the secon d , 
was un d oubted ly the soun d of the torn ad o, 
an d n ot of the gas explosion . 
The soun d of 
the win d an d the d eluge of water were hearu 
an d experien ced by all in the torn ad o's track. 
Other parts of the City felt the d raught of 
win d an d d ashes of rain , but with less force 
an d volume. 
The storm came up the coast 


TH E ST A T E L E G I S L A T U R E . 


B usin ess T ran sacted To D ay- 
C o m m ittee s A n n o un ced . 
-The 


ON B O A R D T H E G A L E N A . 


Y ello w 
F ever 
A ppears — Sailed 
F r o m P o rt Au Prin ce. 


T HE M 0 R I E It I N C I D E N T . 


T h eG o o d F aith of the B ritish D ip ­ 
lo m a tist Im p un g ed . 


A N E W I T A L I A N 
L O A N . 


About 000,000,000 Lire llorron cd at 5 Per 
Cen t In Brussels ISeet Sugar In d ustry. 


A n n a Shad e, Qertrud e Bickel. Mary Alt. 
Alice Lon g.Claran oe Fox, Catherin e LjOk. L 
Kercher, 
M ary 
Scheld e, Mary 
Hed ley 
Catharin e Guin ther, Celia Hecker, An n a 
Dreibelbiss, Mary Reiser, Daisy 
Hecker 
Paulin e Alt, Id a Rollman 
.lin e, Clara 
Pr^seer, M 
— _____ 
’Bissm iller 
H airy Lesper, Min erva Gift. J , HftFtwan , N 
Summon , M atild a Grow, Mary Melon . 31 
S cW ffpr. Bertha Ham mon , Catharin e Buen 
d e rC e lia E rlacher, Elizabeth Barrett, Alice 
i& S b o w w , G. Fir^t.ein , D oraD etcb. Sarah 
Faust Catharin e Hipfer, 
Roverter. An n a 
~ 
"■—tbs 
Emea, M ary Beretler. Bertha Elise*, H auuah 


from the South, an d met here a cold an d 
stron g win d from the lake region . The win d 
blew hard er here than at an y station heard 
from at a late hour last n ight. The barometer 
here was exceed in gly low. 
Man y person s 
ere slighly hurt. Houses for blocks aroun d 
ere bad ly shattered . 


D AM AG E A T NAV Y Y A R D . 
By Telegraph to The Freeman. 
N e w - Y ouk , Jan . 10.— D urin g the storm, 
last n ight, the roof of the Marin e Barracks at 
the Navy Yard was blown off, bad ly wreck­ 
in g the build in g an d in jurin g four men . 


T H E D A M A G E A T B U F F A L O . 
By Telegraph to The Freeman. 
B uf f al o 
, N. Y., Jan . 10.—Buffalo was 
isiled by a terrific win d storm , last n ight 
md this morn in g, the win d reachin g a maxi­ 
mum velocity of 74 miles an hour. 
A great 
•ill of d amage was d on e about, the City of 
min or character. 
No lives were lost. 
Scv- 
ral build in gs were un roofed , large shad e 
rees torn up bv the roots, an d telegraph an d 
lephon e wires prostrated . 
All the railroad s 
eport serious d elays in traffic. 
The propel 1- 
rs Jew ett an d Nebraska were sun k in the 
Un ion 
Drv Dock. 
On 
the 
beach a 
n umber of poor families were obliged to 
horrid ly leave tholr homes which were d e- 
troyed by the win d , or tlood ed by the high 
water. 
They are mostly shan ties, or small 
fram e houses. 
Amon g the families thrown 
out on the streets arc those ol' Gallan t W il­ 
liam Cavan augh, the hero an d lead er of 
m an y a wreckin g party. 
His boat house 
was blown from its foun d ation ,an d tbe water 
an d 
san d 
stan d s 
two feet 
d eep 
his 
d wellin g. 
Those 
whose 
houses 
were totally wrecked are Charles Kruse, 
Thomas Newman , Miss Driscoll, John Mul 
leu, Richard Bren n an , Patrick Morris, John 
Wood s, Jacob Myers an d Mortimer O’Brien . 
Some of these houses are leveled with the 
groun d while others are lyin g upon their 
sid es or warped so that thev will be utterly 
useless. 
Nobod y was hurt as the people 
looked for just what happen ed . 
About. 60 or 
70 people are homeless alon g the beach as a 
result, of tlio terrific blow, 


SU SPEN SIO N B R ID G E C A R R IE D A H A * . 
By Telegraph to Tlje Freeman . 
L oc kp or t 
, N, Y ., Jun . 1 0 ,-T h e suspen ­ 
sion brid ge, situated n earest Niagara rails 
was carried away by the gale about 8 o clock 
this morn in g an d d eposited in the River. 
Towers an d cables remain in tact, The brid ge 
wfis completely rebuilt liist sen son itud eu- 
larged for the d ouble tracks. 
1 he material 
was en tirely of iron an d steel. 
It was own ed 
by the Suspen sion Brid ge Compan y. 
The 
stock is own ed in Oswego an d Can ad a an d 
always paid large d ivid en d » . 
The loss is 
about $75,000. 
It will probably he rebuilt 
as soon as possible. 
All poin ts of in terest 
alon g the River’s ed ge suffered more or less. 
T he water was n ever kn own to be s i high 
The In tern ation al Hotel was un roofed aud 
several build in gs were blown d own in the 
vicin ity. 
The gale was the severest ever 
kn own here an d lasted from 4 P. W., yester­ 
d ay, un til d ayliaht this m orn in g, 


5 G M ILES AN IIO UR *A T R O C H ESTE R . 
By Telegraph to The Freeman. 
R oc he s t e r , Jan . 10.—The d amage by 
storm here con sists of broken trees an d d am­ 
aged chimn eys. 
At 8 o’clock this morn in g 
U was blowin g tjfi miles hfi h a m Soiqe d ap* 
age was d on e on the Lake Shore at Char­ 
lotte. 
_____________ _____ 


Sch ool C om m issioner« in Session 
By Telegraph to The Freeman 
N e w -Y or k , Jan 10.—The an n ual meet 
in g o f the New-York State Association 
School Cpmmissjpn ers ty as ppn tjn uefj jn .thjj 
American Museum of N atural History, to 
day . 
__________ 


T rea tm e n t of an Irish P a trio t. 
By Cable to The Freeman. 
D u b lin , Jan . 10.—The prison authorities 
have cut off Ed w ard H arrin gton ’s mus­ 
tache an d subjected him to other in d ign i­ 
ties; 


By Telegraph to The Freeman. 


A l b an y , Jan . 10.—In the Sen ate, to-d ay, 
Thomas F. Grad y was sworn iu as Sen ator 
from the sixth d istrict. 
3Ir. Pierce stated that thcFasselt A qued uct 
In vestigation 
Committee 
had 
alread y 
taken 
a 
vast 
amoun t 
of evid en ce in 
New-York City, 
an d 
that (lie 
testimon y 
was practically 
complete. 
It 
was 
the 
sen se 
of 
the 
Committee, 
however, 
that more time was n eed ed in which to'con ­ 
sid er the testimon y alread y taken to m ake a 
full report an d to recommen d such legislation 
as m ight seem d eritable. 
He n amed Febru- 
aiy 18 as the d ate when the report could be 
mad e an d the time was exten d ed w ithout op­ 
position . 
BILLS INTRODUCED. 
Laughlin , provid in g that n o Justice of the 
Peace in Erie Coun tv shall have jurisd iction 
in an y civil action wherein all parties thereto 
are resid en ts of the City of Buffalo. 
Van - 
Cott. provid in g that an y on e open in g or 
m ain tain in g a place where opium or an y of 
its preparation s is smoked or given away an d 
that 
an y 
on e 
visitin g 
such 
resoit 
guilty of a misd emean or. 
Robertson , 
raisin g the age of legal con sen t for females to 
15 years. 
Erw in , amen d in g the act to pro­ 
tect cred itors by allowin g cred itors w ith a 
claim 
for 
more 
than 
$25 
again st 
the 
estate 
of 
a 
d eceased 
person 
to 
resist all tran sfers. 
Van Cott, provid in g a 
m in im um pun ishmen t of five years an d a 
m axim um of 15 years for rape. 
Ved d er, 
fixin g the salaries of Supreme Court Justices 
at $8,000 per an n um. 
Ives, to preven t 
the use of false labels; also to pun ish in ­ 
frin gem en ts on trad emarks. 
V ed d er,tbe hill 
of last year provid in g for the taxation of al­ 
coholic 
beverages 
an d grad in g 
of 
sa­ 
loon s. 
Robertson , ad d in g skatin g lin ks aud 
opium join ts, places wherein to sell liquor to 
a child un d er 16 yeats of age, is a m isd e­ 
mean or. 
Ilusscll, exten d in g for two years 
the time in which railroad s outsid e of New- 
York City may he con structed . 
ADJ OURNED UNTIL MONDAY. 
A d journ ed un til 8:15 r, 
m., Moud ay. 


IN T H E ASSEM BLY- 
By Telegraph to The Freeman. 
A l b an y , Jan . 10.—In the Assembly, the 
Speaker presen ted I lie report of the Speeial 
Excise Commission , (lie an n ual reports of the 
Superin ten d en t of State Prison s, Superin ten d ­ 
en t of Public In struction , the Commission ­ 
ers 
of 
Fisheries 
an d 
the 
N (w 
York 
In stitution 
for 
the 
Blin d , 
the 
secon d 
report 
of 
the 
Board 
of electrical con trol, the an n ual report of the 
Man agi r ; of the Society for the Reform ation 
of Juven ile Delin quen ts, the report of the 
Ten em en t House Commission an d the report 
of the Trustees of the W illard Asylum for 
the In san e, ¡it Ovid . 
MANY BILLS READY. 
W hen the Speaker an n oun ced the ord er of 
in trod uction of hills n early every m em ber 
had on e or more to bun d in an d for an hour 
the hills eatn e pourin g in as fast as the Clerk 
could 
read 
them, 
an d 
the 
supply 
of prospective legislation d id n ot show an y 
sign s of exhaustion un til 102 bills la d been 
in trod uced . 
ADJOURNED. 
The House ad journ ed un til Mon d ay cveu- 


T H E COM M ITTEES. 
W ays an d M ean s—Messrs. lilisted , W est­ 
chester; Batchelier, Saratoga; En z, T om p­ 
kin s; Chen ey, On on d aga; McKen zie, Gen esee; 
Lod er, Mon roe; Mesick, Herkim er; Mollitt, 
Clin ton ; Sheehan , Erie; Bush, Chemun g; 
Din kelspiel, New-York. 
A pi’ROI*uiation 8 —Messrs. A in sw orth, Os­ 
w ego; Cottrell, Allegan y ; Hughes, L ew is; 
Brown , Otsego; Clark, Livin gston ; Carson , 
Yates; Steven s, Fran klin ; Larmon . W ash­ 
in gton ; Green e, Oran ge; Martin . New-York; 
O’Neil, Ren sselaer. 
J ud iciary —Messrs. Saxton , W ayn e; A in s­ 
worth, Oswego; Coon , Oswego; W hipple, 
Cattaraugus; Acker, Steuben ; Van Gord cr, 
W yom in g; 
Town e, Chautauqua; 
Green e, 
Oran ge; Sheehan , Eric; Roeseli, N ew -Y ork; 
Demurest, Rocklan d . 
G e n e r al Law s—Messrs. Hamilton , New- 
York; Gallup, On on d aga; Aspin wall, Kin gs; 
Nixon , Chautauqua; Gibbs, N ew -Y ork; Mo- 
Master, Steuben ; 
Dun lap, 
M on tgomery ; 
Mead , Delaware; McCan n , Kin gs; Guen ther, 
Erie; Newschafer, New-York. 
C an al s —Messrs. Gjallup, On on d aga] An - 


Moflitt, Clin ton ; DePeyster, Dutchess; Mc- 
Master, Steuben ; Harwood , Niagara; Bttsli, 
Ulster; Cron in , Queen s. 
P ub lic P r i n t i n g —Messrs. En z, T om p­ 
kin s; Ain sworth, Oswego; Gallup. On ottd » ! 
ga; Fist), Putn am ; Walters, Green e; TcfT J 
\V ashin gtou; LeRoy, Alban y; Barton , W ar­ 
ren ; Roesch, New York; Youn g. Schoharie; 
Yettn an . Richmon d . 
P ub l i c 
H e al t h —Messrs. 
Baker, Erie; 
Youn guiatt, Alban y; Rhod es, W estchester; 
Charles Smith, New-York; Me A d am. On on is; 
Lan e, Jefferson ; Carson , Yates; Din ehart, 
Columbia; Bush, Chemun g; Sullivan , H.n fl- 
n er. New York. 
C har i t ab l e 
an d R e l i gi ous 
S oc i e t i e s — 
Messrs. Decker, Tioga; Clark, Livin gston : 
Gibbs, 
New-York; 
West, 
Cattaraugus; 
Brown ell, Fulton an d 
Hamilton ; 
Acker] 
Steuben ; Sperry, Kin gs; Mood y, On tario; 
Green e, Oran ge; Ken t, On eid a; Graham , 
Kin gs. 
P ub l i c E d uc at i on —Messrs. Coon . Oswe­ 
go; Saxton . Wayn e; Carson . Yates; Peek, 
Cortlan d ; Decker, Tioga; LeRoy, Alban y; 
Lan e. Jefferson ; 
Dan te. Otsego; Thomas 
Smith, Jr., New-York; Youn g 
Schoharie; 
M urray, W estchester. 
M i l i t ar y A f f ai r s — Messrs. Yates. Sehen 
cctad y; Curtis, St. 
Lawren ce; Batchelier, 
Saratoga; Brown , Otsego; Savory, Cayuga; 
Hughes, Lewis; Batter, 
Mon roe; Larm on ,. 
W ashin gton ; Ken t, On eid a; Sullivan , Clarke, 
New-York. 
C l aim s — M c“srs. 
Town e, 
Chautauqua' 
Youn gman , Alban y; Lewis, Broome; Com 
stock, Jefferson ; Don ald son , Saratoga; C ot­ 
trell, Allegan y; 
Baker, On eid a; 
Dun lap, 
Mon tgomery; McLaughlin , 
Kin gs; 
Blake, 
New-York; Blan eitlield , Kin gs. 
F e d e r a l 
R e l at i on s — Messrs. 
Groat, 
W ayn e; Chen ey, On on d aga; IUmtlirtg. Suf­ 
folk; Crosby, New-York: 
E d w a r d s . O r l e a n s ; 
Kin g, New-York; En z, Tom pkin s; Le Roy. 
Alban y; 
Lon gley, 
Kin gs; 
Roeseli, New- 
Y ork; Ryan , Ren sselaer. 
G am e L aw s —Messrs. Steven s, Fran klin ; 
Don ald son , Saratoga; McKen zie, Gen esee; 
Lod er, Mon roe; Little, Niagara; M ollit,Clin ­ 
ton ; Haggerty, Kin gs; llayes. New York: 
Miller, Alban y. 
S t at e P r i s on s —Messrs. Saverv. Cayuga; 
Sheld on , Mon roe; M ayn ard . Mad ison ; Mase, 
Dutchess; Brown , < Msegog.M: ad , Delaware; 
Horttid ge, 
New7-York; 
Dun ham , Sen eca; 
I l ilt, A l b a n y . 
S t at e C har i t ab l e 
I n s t i t ut i on s —Messrs. 
Batchelier, Saratoga; Crosby, 
New-York; 
M cA d un , On eid a; MoMaster, Steuben ; De 
Peyster, Dutchess; Groat, W ayn e; Blumen - 
tlial, New York; Dun ham, Sen eca; Miley, 
Kin gs. 
P r i vi l e ge s an d E l e c t i on s — Messrs. A n ­ 
d rus, Erie; Savory, Cayuga; Flaherty, 
St. 
Lawren ce; Smith, Sullivan ; H un ttiug, Suf­ 
folk; Din ehart, Columbia; 
Thomas Sm ith, 
Jr., New-York: Din kelspiel, Clarke, New- 
York. 
C i vi l D i vi s i on s — Messrs. 
Upson . On on ­ 
d aga; Brown , Otsego; Acker, Steuben ; E d ­ 
ward s, Orlean s; Brown ell, Fulton an d H am il­ 
ton ; Saun d ers. Ren sselaer; SclmsfT, 
Kin gs; 
Strassbtirg, New-York; Rice, Ulster. 
T r ad e s 
an d 
M an uf ac t ur e s 
— M e ssrs. 
Don ald son , Saratoga; Brown ell, Fulton an d 
Hamilton ; Dan te, Otsego; David son , Ulster; 
Bauer, Mon roe; Little, Niagara; llayes, Din ­ 
kelspiel, Kerrigan , New-York. 
M an uf ac t ur e 
of S al t —Messrs. Van Gor- 
(ler, W yomin g; Chen ey, On on d aga; Y oun g­ 
man , 
Alban y; Aspin wall, Kin gs; Sheld on , 
Mon roe; d ia rie s Smith, New-York; Kelly, 
Kin gs; Newschafer, New-York; McCarreu, 
Kin gs. 
P ub l i c L an d s —Messrs. Flaherty, St. Law­ 
ren ce; Steven s, Fran klin ; W alters, Green e; 
Tread way. Essex; 31. 
A. Smith, Sullivan ; 
Comstock, 
Jefferson ; 
Martin , 
Horn id ge, 
New-York; MeCarrcn , Kin gs. 
A g r icu l t u r e—Messrs. Cottrell, Allegan y; 
M. A. Smith, Sullivan ; DePeyster, Dutchess; 
Sheld on , Mon roe; Pearsall, Chen an go; L o­ 
d er, Mon roe; O’Neil, Ren sselaer; 
Rice, 11 
ster; Had wood , Niagara. 
I n d i an A f f ai r s -«-.Me ssrs. W est, Callaran 
Ed ward s, Oilcan s; Gibbs, New-York; 
Gallup, On on d aga; 
Mayn ard . 
Mad ison ; 
Little. Niagara; McRau.ghlin , Kin gs; Con 
n elly, llaffuer. New-York. 
P e t i t i on of A l i e n s —Messrs. Aspin wall, 
Kin gs; Kimball. St. Lawren ce; Fish, Put 
limn ; Gibbs, New York; 
LeRoy, Alban y; 
Fitts, Cayuga; Duffy, Mullauey, New-York; 
Sell tie if, Kin gs. 
Two t hi r d s an d T h r e e - F i f t hs B i l l s — 
Messrs. Mead , Delaware; En z. Tom pkin s; 
Ed ward s. Orlean s; 
Don ald son , 
Saratoga; 
Aspin wall, Kin gs; 
Dun lap, 
.Mon tgomery; 
Thomas Smith, Jr., Strasburg,Huffn er, New 
Y"ork. 
E n gr os s e d 
B i l l s—Messrs. 
McKen zie, 
Gen esee; Nixon , Chautauqua; Peek, C ort­ 
lan d ; Baker, ------; Barton , W arren ; David 
bon , Ulster; Hagan , New-York; Miller, A ’- 
hatty; Murray, W estchester. 
G r i e van c e s —Messrs. Pearsall, Chen an go; 
Rhod es, 
Westchester; 
West, Cattaraugus; 
Decker, Tioga; Town e, Chautauqua; Bauer, 
Mouroe: Hayes, New-York; Ken t, On eid a; 
Kerrigan , New York. 
E xp e n d i t ur e s 
of 
t h e H ous e —Messrs. 
Carson , Yates; Yates, Schen ectad y; Youn g­ 
man , Alban y; Ad ams, Oran ge; An d rus, Erie; 
Barton , W arren ; Guen ther, Erie; 
M artin , 
New-York; Ryan , Ren sselaer. 
E xp e n d i t ur e s of 
t h e E xe c ut i ve 
D e ­ 


p ar t m e n t — Messrs. Clark, Livin gston ; H am ­ 
ilton , New-York; Nixon , Chautauqua; Van 
Gord cr, W yom in g; Mesick, H erkim er; Stupi- 
d ers, Ren sselaer; Din kelspiel, Sullivan , Now- 
Y orji; McCarren , Kin gs. 
R e v is io n—Messrs. Acker, Steuben ; Coon , 
Oswego; 
Aspin wall, 
Lon gley, 
Kin gs; 
Demurest, Rocklan d . 
R ul e s —Messrs. 
llusted , 
W estchester; 
Hamilton , New-York; Saxton , W ayn e; Slice 
ban Erie; Blum en thal, 
New -Y ork; 
the 
Speaker. 
J oi n t 
L i b r ar y —Messrs. Dun lap, Mon t- 
xomcuy; Charles Sm ith. New-York; Tread 
Essex; McCan n , Kin gs; M cLaughlin , 
d rus, Erie; Coon , Oswego; Tefft, W ashin g- 
£ ay, itó sex; 


mn ; ^'e 
^Ncw’ 
SuB-CoMMtTTKK of the W hole —Messrs. 
æ 
â 
s 
: 
r 
s 
w 
« 
1' 
New-York; Fish, Putn am : A n d rus, I L« ."li>> 
Walters, 
G rien t, 
ilton , 
. 
. 
E rie; Sperry, Kin gs; Bauer, Mon roe; Saun ­ 
d ers, Ren sselaer; Blum en thal,Hagan , 
New- 
York; H itt, Alban y; Cron in , Queen s. 
C o m m e r ce 
an d 
N av ig at io n — 3Iessrs. 
H un tin g, Suffolk; Youn gman , A lban y; Ad ­ 
ams, Oran ge; Diuehart, Colum bia; Lan e, 
Jefferson ; Flaherty, St. Lawren ce; Upson , 
On on d aga; Tread way, Essex; M cLaughlin , 
Kelly, Kin gs; Kerrigan , New-York. 
R ail r o ads —Messrs. Kimball, St. 
L aw ­ 
ren ce; Ad ams, Oran ge; Comstock, Jefferson ; 
Mn se, Dutchess; Yates, Schen ectad y; Mc- 
Aciam, O n rid a; Baker, Erie; Baker, On eid a; 
Lon gley, Kin gs; Creamer, New -Y ork; To\yn - 
sen d , Queen s. 
Insurance — Messrs. W hipple, Cattarau- 
gus| Husted , W estchester; Curtis, St. Law­ 
ren ce; Sm ith, Sullivan ; Mayn ard . Mad ison ; 
W alters, Green e; Decker,Tioga; Kin g, New- 
York; Haggerty, Kin gs; Deuiarest, Rock­ 
lan d ; Clarke, New-York. 
B an k s — Messrs. 
Rhod es, 
W estchester; 
Mead , Delaware- M'>od y, On tario; Lewis, 
Broomei Peck, Cortlan d ; 
Fitts, 
Cayuga; 
Poarsall, Chen an go; West, Cattaraugus; Mc­ 
Can n , Kin gs; Town sen d , Queen s; D un ham , 
Sen eca. 
I n t e r n al A f f air s — Messrs. N ixon ,Chau 
tauqua; Hun ttin g, Suffolk; Upson , On on - 


Groat. W ayn e; 
Dan te, Otsego; Fitts, Cayuga; Tread w ay, 
Essex; Little, Niagara; David son , 
Ulster; 
Sullivan , New-York; Kelly, Kin gs; Blake, 
New-York; En ures, Erie. 


D O W N IX NORTH CAROLINA. 


YELLOW 
FEVER 


It H as B ee n 


ON 
T H E 
GALENA. 


W h e re 
“Jud g e 
L yn ch ” 
H an g s 
In n o ce n t People. 


'IIK E X C ISE C O M M I S S I O N . 


T w o M em b ers W h o W ill Not 
Sign the R e co m m en d atio n s. 


W1IKI 
ROHM IS N E E D E D . 


R eport Visitin g C o m m ittee S tate 
C harities Aid Association . 


u ROYS ARK I M P L I C A T E D . 


T tiirtv -S ix L ocom otiv e* H av e B een I)i« m an - 


tled 
P rop erly V alued at » 1 0 0 ,0 0 0 S tole n . 


!!y Telegraph to The Freeman . 
R aleigh , 
Jan . 
10.— Attorn ey Gen eral 
David -on , of North Carolin a, iu a report to 
the Govern or, d en oun ces lyn ch law aud 
charges that in n ocen t men have been han ged 
by mobs in this State. 


The Excise Commission . 
By Telegraph to The Freeman . 
N e w -York , Jan . 
10. -T h e 
Excise Re­ 
vision Committee, for New York State, has 
fin ished its work. 
Commission ers K rusean d 
O’Brien ¡ire the on ly memlieis who are n ot 
satisfied with the proposed hill. 


State Charities Aid Association . 
By T> lef;raph to The Freeman . 
N ew -York , Jan . 10.—The report of the 
New York Visitin g Committee to the State 
Charities Aid Association urges the n eed of 
reform in workhouses. 


W hat B oy s H av e D on e. 
By Telegraph to The Freeman . 
P hilad elphia , 
Jan . 
10.—Seven ty-five 
hoys ¡ire implicated in the Pen n sylvan ia 
Railroad brass robberies. 
Thirty-six locomo 
lives have been d isman tled , aud the property 
stolen is valued ¡it $100,000. 


B ritish S team sh ip A sh ore . 
By Telegraph to The Freeman . 
B a ltim o re , Jan . 10.—The British steam ­ 
ship Maced on ia, is .ashore at tiie lower en d of 
the Craighill Chan n el. 


T H E 
STOCK 
AND 
MONEY 
MARKET. 


F in an cial D om e* on W all-S treet T o-D ay — 
T h e L ead in i; C losinir Q u otation s. 
By Telejrrapb to The Freeman . 
N ew-Y ork . Jan . 10.—The stock m arket 
was without an y special feature this m orn in g. 
At 11 o’clock it was d ull an d rather heavy. 
Tlu* closin g quotation s: 
Me sky — 
to 3- 
U S Us (reg istere d ).M em . & Charleston .. ft 
U. S. 4'a (coupon s)... 
Michigan Cen tral.... 80% 
U. S. ■IJ's (registered illisL. Mil., L. S. & W. . 
. 53 
U. S. It’s (coupon s). .lOSts Mil., L. Shore & W.pfd !).7>% 
Cen . Pae. Firsts 
1 l.n ,j Min n . 
&. St. Louis 
5 
Erie, secon d s ......... 1 .*•% Mimi & St. Louis, prf 11 
Nor. Pacific, firsts...Itti)> Missouri Pacific . . ■ 
Northwesl'u Cousols.l-t.’ i Morris <fc Essex ...... 141 
St. Paul Con sols.......PJSQ*Nashville & Cliatt... 61 
Un ion Pac.,firsts — 
N. J. Cen tral............ 'Jst-j] 
West S h ore ..............ti' it.i'Norf’k & West'n ,prf 
Ad ams Express 
M l ¡Northern Pacific... . 25W 
Alton & Terre Haute. 45 
Nor. Pacific, p rtf... 59% 
Alt. A: Ter. H. p'rd ... sr> ¡Northwestern 
loht» 
Viet i n o t i E xp r i - s . . 109 
N o r t h w e s t e r n p r e f .140 
A tlan tic .X Pacific 
Ih:ST. K< 
Canada Pacific. 
. . 
Canada Southern... 
Central Iow a ............ 
Cen tral Pacific. 
Ches. ,V O h io........... 
Ches. A 0 .,1st phi.. 
Ches. S í Ohio, 2d pfd 
Chicagoi Alton . .. 
Chicago & Alt. pfd . 
Chi., Bur. & Quin cy. 
Chi., St. L. & Pac 


sqpNew-York Central ..107 % 
Cuts., hu 
N Y. Cui. & St. Ix )uis 17 54 
ML, N. Y. Chi. A St. L. prf (>8 
ftabi’Ohio & Miss................2114 
Sty Ohio & Miss., pref... 84 
85%!On tario & Western . 15 
P.H4Oregon Navigation . 92% 
Kilo Oregon Tran s-Con ... .'.0% 
171^ Pacific Mail ............... 3(94 
1:5 it’eorift, Ix*c. & E'viltc 23% 
155 Pittsburgh................ 155 
iiksayptilln ian Palace 
177 
14% Read in g.......................4SV4 
Cin .Horn X: Dayton 75 Kh .’iin on d 
it W.Poin t ¿1% 
Cit-veiaud Ooluin hus 57 Rock Islan d............ 97% 
Con solid ated lias— 81 *4 Rome, W. At Og'n b’g. 92% 
Del A Hud . Can al.. 31% St. Louis A. San F ... 20% 
Pel., Lack. & ’.Vest.. ¡40% St. L. & S. F., pref. 00% 
Den ver & ltio O rar.d e 15 St. L.5t S. F.,lst pref.113% 
East Ten n essee 
9 St. Paul...,. ........... 03% 
East Teun .,1st pref . (0% St. I’aut. pref........... 103 
East Ten n .,2d pref .. 22%St. Paul,Min n 
Man . 99 
Erie......................... 27‘%St. Paul & Omaha... 30% 
Erie pref................. 0! 
St. Paul & O., pref .. 91 
Fort Way n e........... 149% Texas Pacific 
22¡4 
Harlem.....................235 Un ion Pacific 
01 
Hockin g Valley .. . 25% U. S. Express .......... 74% 
Houston A Texas .. 14% Utica & B. River.... 128 
Illin ois Cen tral.........111 Wab.,St. L. & Pacific 12% 
In u., Bloom & West n 9% Wat)., St. L. & P.,pref 24% 
Kan sas S i Texas. ... 13% Wells & Fargo Kx. .130 
Kin gston & Pembr'k 2n% West. Un ion............. 84% 
Lake Erie & West’ll.. 10% Wheelin g & L. E 
00 
L. E. .t \V., pief 
.. 52 Silver Certificates... 94% 
Lake Shore ............. 104 Am. Cotton Oil 
51% 
Louisville & Nash... .50% N. Y. & N. E .............. 44% 
Man hattan Elevated 91 


G reat F tre in P aris. 
By Cable to The Freeman. 
P aris , Jan . 10.—A great Arc has occurred 
Jn the Eleven th Arron d issem en t of this City. 
f^Ue Schoolastic build in gs were d estroyed , 


n an goj urauam , Kin gs; 
Bush, Ulster, 
E x cis e —Messrs. 
Curtis, 
K im ball, 
St. 
Lawren ce; Savery, Cayuga; Carson , 
Y ates; 
Mesick, Herkim er; Bush, Chemun g; Youn g, 
Schoharie; Mullan ey, Strassburg. New-York; 
W hipple, Calaraugus; Lewis, Broome. 
A f f ai r s o f V il l ag e s — Messrs, Oheoqy 
On on d aga; BatpbeUiir, Saratoga;’ Comstock, 
Jefferson ;'Ijqghes, Lewis; Din ehart, Colum ­ 
bia; Larmon , Washin gton ; Barton , W urreu; 
Tefft, 
W ashin gton ; Miller, Alban y; Har 
wood , Niagara; Rice, Ulster. 
R oad s an d B r i d g e s -M essrs. Moocjy, On ­ 
tario; Ain sworth, Oswego; Clark, Livin g­ 
ston; Sheldon, Monroe; 
David sou, 
Ulster; 


C om p elled to L eav e P ort au 
P r in c e , H u y tl. 
By Telegraph to The Freeman. 
N ew -Y ork, Jan . 10.—The steam er Cluri- 
Ixjl, from Hayti, report« that y ellWw fever 
has broken out p;i the Un ited States ship G a­ 
len a, ar;d that it has left P ort au Prin ce. 


D e ath oi a H orsem an , 
By Telegraph to The Freeman. 


R oc he s t e r , 
N. Y ., Jan . 
IQ.—-Richard 
Livin gston , on e of the proprietors of the Liv­ 
in gston Hotel, an d a man kn own all over the 
coun try, (‘specially am on g horsemen , d ied 
lu^t uight ot B right’s d isease. 


N om in ated for S p e cial C ou n ty .J u dge. 
By Telegraph to The Freeman. 
A l b an y , N. Y ., Jan . 10.—The Govern or 
to-d ay sen t to the Sen ate the n om in ation of 
W illiam B. Esterbrook, of Ithaca, as special 
Coun ty Jud ge of Tom pkin s Coun ty, vice John 
T yler resign ed , 


T h e M o rier In c id e n t. 
By Cable to The Freeman. 
Berlin , Jun . 10.—T he Germ an press con 
tin ues to d iscuss the M orier in cid en t, im pug 
n in g the good faith of the British d iplom at 
1st. 


y ti« M eet S u gar In d u str y . 
By Telegraph to The Freeman. 
W as h in g t o n , Jan . 10.—T o a Con gres 
sion al Committee here Claus Spreckels has 
explain ed the beet sugar in d ustry. 


A m o un t of New Ita lia n L oan . 
By Cable to The Freeman. 


B r us s e l s , Jan . 10.—The n ew Italian loan 
am oun ts to 600*000*000 lire,, at 5 per cen t 


Our 


losed 


place of 


durinir 


business will 
be 


the 
months 
of 


J anuary , February and March ev ery 


ev ening ex cept Saturday at 0 o’clock. 


Geo. B. Merritt & Co., 


Wall St. Kingston, N. Y 


One door north of St. J ohn’s Church 


W h o W i l l G et T h e r e ? 
MENEW-Y0RK STORE 


W ill give to the person bold in g the lar­ 
gest n um ber of coupon s on Feb. 3. 
A P lush W ra p , 


W O R T H $2 8 . 0 0 . 


To the n ext largest n um ber 
A M on key Muff, 


W O R T H $8 . 0 0 . 
STURGEON & LEETE. 


20 Union-A v enae, 


On e b lo ck,ab o v e The Stran d , Ron d out. 
T A K E NOTICE. 


I herebv give uottcc that my wife, Mrs. Lotiigd 
Krauw, bas lcft my bed an d board » R boutjurt cw» e 
or provocation , an d I wtll n ot be rcapou« ibte for an y 
d ebts of lier con traciin g frora thtod ate, an d I hareoy ; 
give n otice to ail parties n ot to tn urt or harbor n rr 
J 0H* K’UÜB' 
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What a small amount of money will do 
just now. Where to go and how to spend it 
advantageously. Bargains for the people. 
The holidays are over and gone and the 
season for reducing stock is upon us. 
Before making inventory we offer our en­ 
tire stock of Ladies’ and Children’s Cloaks. 
Jackets and Wraps at greatly reduced prices. 
We have an elegant assortment and are will­ 
ing to sacrifice in order to close out. 
A few holiday goods left which we will 
sell at one half their value. 
Great inducements offered to Ladies in 
search of Dress Goods and Trimmings. 
The Sunshine Series of Books, 3 volumes, 
Sunshine for little children. The Easy Book. 
The Home Picture Book, comprising about 
650 pages, magnificently illustrated, highly 
illuminated covers and crowded with charm­ 
ing pictures and excellent stories for the 
little folks, worth #2.75. We sell the set for 
*1.00. Also many other liooks and novelties 
very pleasing for the children. 
We invite an inspection of our goods before 
buying elsewhere. 
Until further notict! our store will be 
closed every evening at 6 o’clock Saturday 
excepted. 
CROSBY & ENNIST, 


Nos. 2 & 4 Cnion-Are., tafat, N. Y. 
n o t i c e ] 


The greatest slaughter in Books 
ever known. 
Many, 
beautiful 
Christmas 
presents.- 
Christmas and New Year Cards 
in abundance. Choice Calendars, 
Diaries, Scrap Books, Photograph 
and Autograph Albums, never be­ 
fore as cheap and beautiful at 
S. L. D R A K E’S, 


29 Wall-Street 29 


K 
I N O 
S T O N , 
N . Y . 
O. And O. TEA 


T h e Choicest T e a E v e r Offered. 


A B S O L U T E L Y P U R E . 
A MOST DELICIOUS BEVERAGE. 
TRY IT 
You will never use any other. ’Quality 
never varies. 
It is the H ig h b b t G ra d e L eap, picked from the 
best plantations and guaranteed absolutely pure 
and free from all adulterations or coloring m atter. 
The packages are hermetically scaled and w ar­ 
ranted full weight. It is more economical in use 
than the lower grades. 
DKIENTAL & OCCIDENTAL TEA CO., LYA, 
H ead Office, 35 H urling Slip, New -Y ork. 
For sale by 
E. IL PAttien. Rondout, A. A. & C. R. Styi.es, 
Kingston. A. P. Van Buren, Rondout. P. E. Tk 
Bow, KingSUm. 
lilis, Br«IM & Ian Imp. 


Dry Goods 


an d C arpets. 


After January 1, our store will be 
closed at 0 p. m. 


S atu rd ays E xcepted. 


168 Strand and 21 Ferry-St. 
George L. Waclimeyer, 
UNDERTAKER 


—A N D - 


NOTES ON NEWS OF TH E DAY. 
The Voice now challenges Senator Qua}’, 
Colonel Dudley and J. S. Clarkson to sue it 
for libel. It is willing that they put their 
claims for damages at #100,000. It has not 
damaged the three men three cents’ worth. 


Tins Governor is expected to sign the bill 
now before him, fixing the meeting of the 
electoral college at Albany next Monday. A 
veto would not defeat Harrison and Morton, 
hence Mr. Hill will not waste his statesman­ 
ship upon one. 


T he West Virginia Circuit Court has dis­ 
missed the bill of injunction and the writ of 
certiorari awarded by a lower court in favor 
of Judge Fleming, Democratic candidate for 
Governor, and Mr. Alderson, Democratic 
nominee for Congress in the third district. 
This decision elects Goff to the Governorship 
and McGinnis to Congress. 


F iv e vessels have been given u p by the 
New York Maritime Exchange as lost, as 
they have not been heard from since the big 
gale of November 25th and 26th. Their 
names arc Samana, Nile, L. P. Armstrong, 
Ella A. Warner, and E. M. Bacon. The 
Saniana was a steamship; the others were 
brigs and schooners. Fifty-five lives are 
supposed to have been lost with them. The 
total value of the vessels was #750,000. 
W e learn from the St. Paul Pioneer- 
Press that “Postmaster General Don M. Dick­ 
inson declares lie is goiug to live in Mic higan 
until that state becomes Democratic.” Dick­ 
inson has cuught the Democratic instinct ol 
bulldozing and intimidation. His threat to 
stay in Michigan is such a scare that we 
would not be surprised if the people of that 
state should rise up and vote the Democratic 
ticket unauimously just ouce, in order to 
notify him that he is not under obligations to 
live there any longer. 


T h e r e was another deadlock in the House 
yesterday, and the day was wasted. The 
frieuds of the Oklahoma afhl Pacific- Railroad 
funding bills, having been defeated in their 
efforts to change the rules for the prevention 
of lillibustering, turned the tables and filli- 
bustered all day for the fixing of a day for 
the consideration of the bills. Gen. Weaver, 
a Democrat, led the fight, breaking over 
the decision of the caucus. Should another 
caucus be ealled to break the new deadlock, 
it is feared that Weaver will kick again, and 
that the entire session . will lie wasted. The 
Republicans are not unhappy, as tiie need of 
a special session of the fiftv-tirst Congress is 
increased by every day of delay. 


P o l itic s are becoming interesting in Dela 
ware. The Republican Legislature has as­ 
sembled. and the fight for the Seuatorship 
lias begun in earnest. Yesterday’s work 
showed Trent to l»e far in the lead of his 
competitors, Massey, Higgins and Smithers, 
hut without sufficient strength to insure elec­ 
tion. The “ dark horse” is a millionaire 
named Addieks.wlio is keeping ids eyes open 
for developments. The two houses in joint 
session yesterday took measures for calling a 
constitutional convention, a measure to which 
the Democrats arc opposed. The coming 
constitution will close out Delaware as a rot­ 
ten borough, aud end the Bayard and Sauls- 
bury regime. 
B o a sts of summer weather come from 
Connecticut. In Seymour a Hock of robins 
lias been seen and a blue bird has been sing­ 
ing for a week. An Ansonia a man has 
pulled the weeds from his strawberry beds 
and found several buds nearly ready to blos­ 
som. Iu Milford crocuses and early lilies have 
blossomed, in Bethel a peach tree is in full 
bloom, in Farmington and Monroe the farm 
ers have begun their spring plowing, in Dan­ 
bury pussy willow buds are bursting, and in 
Slonington bouquets of violets and daudc- 
lions J'We been gathered. But in Dakota 
yesterday the mercury fell to 14° below zero, 
and a cold wave extend9 down to I exas. 


S e n a to r V e s t, who carried St. Louis for 
the Republicans by bis loud-mouthed procla­ 
mations of eternal war against protection, 
moved in the Senate yesterday to put bitu­ 
minous coal on the free list. Senator Gor­ 
man onposed the motion in a ringing speech, 
in which he declared that free trade had de­ 
feated the Democratic party. He was fol­ 
lowed by Voorhees, who denounced Vest’s 
proposition as monstrous, and said that even 
the Mills bill when the Democratic conven­ 
tion eudorsed it cairied a duty of 75 /cents a 
ton. Faulkner of West Virginia also spoke 
in opposition to the amendment. The vote 
upon it was 11 to 31. From this it appear 
that some of the old free traders have learned 
to take their medicine straight. 


A STORMS GREAT HAVOC. 


O ne H u n d re d Liv es Lost at 


ing, Penn. 


Read- 


S0ME TE HR I BLE SCENES 


Of Suffering, D e so la tio n ,R u in and 


• Death Depicted. 


B U ILD ING S DEMOLISHED. 


W a lls Collapsed as T h o u g h They 


W e re Egg Shells. 
A BRIDGE CARRIED AWAY, 


A nd D eposited In N iag ara R iv er l>y th e T er- 
riflle G ale o f tills M orning; I.oss of l.i fe, Iil c. 


P1UCT1CALEMBALMER 


178 Strand, 
31 Ferry-St., 


Residence 10 Hone-Street, 


R O N D O U T , N. .Y. 


Special and Personal Attention 


-G IV EN TO A L L - 
CALLS NIGHT or DAY. 


Telephone call 5. 


T iie Franklin county almshouse contains a 
new inmate. His name is Willikm Pierce, 
*nd he had been wholly forgotten by the peo­ 
ple of the county until he was brought to 
the almshouse from Auburn prison. On the 
10th of January, 1839, (just 50 years ago to­ 
day), Pierce, then a boy of sistpgjj. killed 
his father in the woods with an ax over a 
quarrel about a horse. The parricide was ar­ 
rested, Gopyictedof murder in June, and scn- 
enced to be Uapged September 2d of the 
same year. On account of bis youth Gov. 
Seward commuted his sentence to imprison­ 
ment foi* life. A few yeais ago Pierce be­ 
came hppelessly insane, and a second com­ 
mutation tuhis him over for support to the 
county from wbV?b bp dime. He served in 
Auburn prison 49 years, 4 moflths and 6 days. 
Every one of his relatives iu this country has 
been dead many years. 


Mb. V a n C o tt has introduced an amend­ 
ment to the ejection law in the State Senate 
which requires the yoler to write bis name in 
a book kept for the purpose wbeB be comes 
to the polls to vote. The real object uf tbif 
is to prevent the voting of repeaters on ficti­ 
tious names, but the Democrats insist that it 
yould prevent men in their party from vot­ 
ing at all,since they can neither write their own 
or any other ñamo, The Democratic party 
is a good deal more anxious tfl protect igno­ 
rant than intelligent men iu the right to paje. 
But there is real ballot reform in Mr, Van* 
Cott’x measure, and those who read Gov. 
Hill's plea for the purification of elections in 
his message have strong reasons to beltyve 
tbat he will approve it. Jt would require 
about five “ campaigns of intellect” like the 
one recently conducted by Calvin Brice to fit 
tfie Democratic party to the reform. 


The storm of last night and this morning 
in the vicinity of Kingston City was a mere 
bagatelle compared to the fury of the elements 
at points west and north. The loss of life 
has been appalling, and the destruction of 
property large. Scenes in Reading, Pa., to­ 
day, an account of a suspension bridge at 
Niagara Falls being carried away, this morn­ 
ing, and other phases of the cyclone are told 
in the following dispatches to T he Freem an. 
TH E SlO ItM AT REA D IN G , PA . 
By Telegraph to The Freeman. 
R e a d in g , Pa., Jan. 10.—This City was 
struck by a whirlwind, last evening, which 
did much damage to property and hurried 
many people into eternity. The five-story 
building of Grimshaw’s silk mill, built of 
iron, glass and brick, collapsed, and was 
crumbled into ruins. In the large structure at 
thetime were 200operatives,mostly girls,who 
were buried in the debris. The walls of the 
large paint shops pf the Philadelphia Rail­ 
road Company were also laid low, burying a 
number of workmen. Nine dwellings were 
unroofed. At 12 o’clock, last uight, 25 dead 
bodies had been recovered. Before the crash 
of the whirlwind came there was a noise as of 
thunder, and persons saw a funnel shaped 
maelstrom approaching, which appeared to 
gather up everything within its reach. In the* 
country near tiiis City houses and barns were 
unroofed. The wind came from the west. 
100 LIVES LOST. 
Over 100 persons lost their lives by the 
storm. The cyclone left the entire City in 
darkness which was only relieved by the 
electric lights and huge bonfires whicli shed 
their lurid glare on the scene of death. All 
last night brave and willing hands assisted iu 
the work of the rescue of the dead. The 
hospitals and undertakers’ establishments are 
filled with the victims. The physicians are 
all busy, aud many private bouses have been 
opened for the accommodation of the injured. 
The work of rescue was greatly retarded 
from the singular manner ip which the silk 
mill collapsed. It did not blow over, as 
might have been expected from the terrible 
force of the wind, but was badly crushed 
down, falling in upon itself in one mass, not 
a vestige of the walls remaining standing 
above the stone founda'ion. The ruftersand 
timbers of the flooring projected in all direc­ 
tions. As the building was steam-heated the 
ruins did not take tire, otherwise not one of 
the unfortunates could have escaped death in 
its most appalling form. 
SENDING HELP. 
Teams of every description, omnibuses, 
funeral coaches, tire-wagons, hospital vans 
and private vehicles were pressed into ser­ 
vice and were running rapidly to aud from 
the scene of the disaster all night long, bear­ 
ing tlie bodies of the wounded, dying and 
(lead to their homes or to the different hospi­ 
tals. From the statement of some of those 
who escaped from the building it appears to 
have gone down in an instant. There was a 
loud crash of breaking timber, and the per­ 
sons in the mill all rushed toward the main 
doors. Many of them succeeded in get­ 
ting out, while four girls saved themselves 
by jumping from the second story windows. 
THE FIRST RUMBLING NOISE. 
The first rumbling noise was followed in­ 
stantly by the falling of the building, the 
upper story gojng first with its human load. 
Had it not been for the fact that but few of 
I lie bauds were on the thin) and fourth 
floors at the time, scarcely a fife woull 
have 
been 
saved, 
George 
Grirn- 
shuw, 
one 
of 
the 
proprietors, 
of the mill, who was in the office at the time 
and barely escaped with his life, having re­ 
ceived several severe wounds on the head, 
stated that there were to the best of bis 
knowledge about 275 persons, principally 
girls and boys, in the establishment at the 
jjjne of occurrence. 
gTJpL IN THE RUINS. 
Up to 8 o'clock this morning tiie large ma­ 
jority of the victims were siitT in the ruins. 
Mr. Grimshaw has given out the following 
list of killed, injured aud missing reported to 
him : 
SOME OF TIIE KILLED AND INJURED. 
The fist accounts for nearly 200 of the em­ 
ployes: 
Killed—Eva Leeds, ligrry Iirocker, W il­ 
liam Snyder, Sophia Wjnkcjmau, Caroline 
Kersbtier. 
Injured— Anna Leeds, Anna Fry, Augus­ 
tus 
Rosclip, 
John 
Reeber, 
Anna 
Loveland, 
Sarah 
Shade, 
Florence 
Rhoades, Elizabeth Haws, Beckley Hoyer, 
Henry Bricker. 
Osman Staab, Rebecca 
Pounds, Mary Evans, Sarali Savage, Sarah 
Evans, Ella Kress, Ella Ptturn, Agnes Sav­ 
age, Nora Taylor, Anna Bricker, Ella Reit- 
nonr, Marv Fitzpatrick, Letilia Taylor, 
Catherine Fitzpatrick, Catherine Bowman, 
Sarah E. Bright, Laura Wright, Ida Scbaef- 
far, ^manda Schueffcr, Ella Krick, Ella 
Carl, Berlin} Taylor, Clara Noll, Catherine 
Hartman. 
Missing: Catherine 
Alspach 
Celia 
Ritncr, 
(lira Alspach, 
Mildred 
Langer, Lizzie Rowland, Catherine Yaesrer, 
Elizabeth Owen, Sarah Baum, Surah O’Neil, 
Ella Buclicr, Laura Gelirit, Caroline Hart 
tyau, Barbura Seilheimer, Emma Deemer, 
Sarali tiipkle, Elizabeth Martin, Mary Woot- 
ten, Irene Dickinson, Emma Presser, D. 
Haines, Laura Hoffman, Mary Hartman, Sa­ 
rah Hasson, Amelia Christman, Ida Miller, 
Annie Taylor, Henry Hoffmastcr, Charles 
Hoyer, Heister Snyder, Wellington Len- 
gjo 
James 
Sammon, 
James 
Finn, 
Charles Popler, 
Frederick 
Reif, 
Ed­ 
ward 
Bfockway, 
James 
Nevin, 
Charles Finn,Harry Fisher, How aid Shrader 
H. Tomplin, A. Bassler, Lena Svnder, Mar 
garet Rowe, Gertrude Sbick, E. Pflum, So­ 
phia Freese, John Nevin, Philip Sidel, Clay 
ton Ludwig, Frauk Mohn, George Hermnn 
Wj]liam Grow, H. Fiddler, Jacob Seidel 
Gentop Fiddler, Caroline Moyer, Anna Rowe, 
Mary Fay j - Charles Beider, Howard Leo, 
Samuel Fink, F- Eichfiér; Catherine CjQxeu 
Anna Shade, Gertrude BickeJ. Marv Alt. 
Alice Long.Clarance Fox, Catherine Link, L 
Kercher, Mary 
Scheifle, Mary Hedley 
Catharine Guinther, Celia Hecker, Anna 
Dreibelbiss, Mary Reiser, Daisy Hecker, 
Borah Young, Pauline Alt, Ida Rollman. 
Ilia Lamb, M Meifeie. Anna Kline, Clara 
Stoudt, Margaret Wangle, Lydia Prp*r M 
Deturk. Emma Coxen, Abb?é ’Bissmiller 
Harry Lesper, Mtoerva Gift, J, Hartman, N 
Sammon, Matilda Grow, Mary Melon. M 
Schaé2>r. Bertha'Haromon, Catharine Sugn 
der Celia Erlacher, Elizabeth Barrett, Alice 
Eisúnhowe?, O. Fircstpin, Dora Detch, Sarah 
Faust, Catharine Hipler. A. Huverter, Anna 
Emee, Mary Beretler, Bertha KustT, Hapuah 


Cleaver, Sarali Berstlcr, Emma Neston, Mary 
Kiuscy, Catharine Leha, Eliza Lutchford, 
M Hays, F. Umbeuhowcr, M Vogel. 
k il l e d a n d in ju r e d in a p a in t s h o p. 
The following is a list of the killed and in­ 
jured at the Philadelphia & Reading Paint 
Shop, which was struck by the cyclone, and 
the men enveloped in flames by tiie explosion 
of the gas chambers in nine passenger cars; 
K il l e d —Allen Landenherger, head, legs 
and arms missing; John Foreman, crushed 
to death; John M. Kahler, carpenter, head 
crushed; Sheridan Jones, burned to death; 
George A. Schaeffer, legs burned off. 
I n ju r e d —George Kuabb, seriously, Aaron 
Dewald, arm broken. 
t h e lo ss #175,000. 
The loss to the Philadelphia & Reading 
Railroad Company is prob..biy #65.000, and 
to tiie silk mill and its machinery #110,000. 
THE CONFUSION IS GREAT. 
This morning eight more bodies were taken 
from the ruins. The confusion is great, and 
the City is filled with thousands of people from 
the surrounding country. 
Considerable 
money lias been contributed for tlie relief of 
the sufferers. 
T H E D ISA STE R A T PITTSBURG . 
By Telegraph to The Freem an. 
P it t sb u b g , Pa., Jun. 10.—The storm of 
wind and hail that visited this City yesterday 
was the worst know n here iu years. The new 


TIIE STATE LEGISLATED 


Business T ra n sa cte d T o D a y —T h e 


C om m ittees A n n o u n ce d . 


ON BOA lib THE GALENA. 


Y e llo w 
F e v e r 
A ppears — Sailed 


F ro m P o rt A u Prince. 


THE MORIEIt INCIDENT. 


T h e Good F a ith o f the British D ip ­ 


lom atist Im punged. 


A NEW ITA LIA N LOAN 


A bout GOO,OOOtOOO L ire liorrow etl a t 5 P er 
C ent in U ruH fipln-lSfet S ugar In d u stry . 


uiiding of C. L. Willey, which was in 
course of erection, was burled to the earth 
ud against Weldin A Company’s bookstore, 
.1 Wood street, ai d the barber si.op of F 
Schemuker, on Diamond-strcct. The leather 
store ot W. II. Thorna was wrecked and the 
rear end of the H. Walter Company book­ 
store. Some of the falling debris struck 
Joseph 
Richbaum’s building, breaking 
windows 
and 
injuring 
eni 
ploycs. 
A 
portion 
of 
the wall 
millinery 
store 
and 
the 
building of Rea Bros. & Co., stock-brokcrs, 
as partly wrecked. 
Up to 10 o’clock last 
glit 40 mangled and bruised bodies bad been 
taken from the ruins. 
Some were dead, 
others were dying, and many were fatally in­ 
jured. One or two died while being con- 
eyed 
to hospitals. Eight persons were 
killed 
outright, 
aud 
35 were 
in­ 
jured, some of whom have since died . 
The following dead people have been idcnt- 
led : 
Samuel Stringer, aged 16 years, printer; 
Tiiomas Jones, bricklayer; Charles Fritcli, 
ged 16; George Mason, carpenter; Fergie, a 
olored boy; George Kirsch, Imiber, aged 18. 
The storm wrought havoc in other portions 
of the City and aluug the railroads centering 
here. 
A CYCLONE IN BROOKLYN. 
By Telegraph to The Freeman. 
B r o o k ly n, Jan. 10.—A Western tornado, 
although not on a gigantic scale, visited this 
“ity last night. Ifiiirst appeared near the 
head of Gowanus Creek iu South Brooklyn, 
where, in some uuknowu way, it doubtless 
aused an explosiou of the Citizens’ Gas 
Works, and then whirled its way pretty near­ 
in a straight line northeast, uurooting 
houses in its path and doing its last very dam­ 
aging piece of work in the Navy Yard, where 
unroofed a part of the marine bariacks. 
It was accompanied with the noise and all 
he terrifying effects of a wild Western tor- 
ado and a rumbling sound which was heard 
at the explosiou of the first of the tanks of 
the Gas Works, but not at that of the second, 
as undoubtedly the sound of the tornado, 
and not of the gas explosion. The sound of 
the wind and the deluge of water were hoard 
and experienced by all in the tornado's track. 
Other parts of the City felt the draught of 
wind and dashes of rain, but with less force 
and volume. The storm came up the coast 
from the South, and met here a cold and 
strong wind from the lake region. The wind 
blew harder here than at any station heard 
from ut a late hour last night. The barometer 
hero was exceedingly low. 
Many persons 
were slighly hurt. Houses for blocks around 
were badly shattered- 
D AM AG E AT NAVY YARD. 
By Telegraph to Tne Freeman. 
N e w -Y o r k , Jan. 10.—During the storm, 
last night, the roof of the Marine Barracks at 
tiie Navy Yard was blown off, badly wreck 
the building and injuring four men. 
TH E D AM AG E AT BUFFALO . 
By Telegraph to The Freeman. 
B u f f a lo , N. Y ., Jan. 10.— Buffalo was 
visited by a terrific wind storm, last night 
md this morning, the wind reaching a maxi­ 
mum velocity of 74 miles an hour. A great 
leal of damage was done about, the City of 
a minor character. No lives were lost. Scv- 
ral buildings were unroofed, large siiade 
trees torn up by the roots, and telegraph and 
telephone wires prostrated. All the railroads 
report serious delays in traffic. The propell­ 
ers Jewett and Nebraska were sunk in the 
Union 
Dry Dock. 
On 
the 
bench a 
number of poor families were obliged to 
horridly leave their liomes which were de­ 
stroyed by the wind, or Hooded by the high 
water. They are mostly shanties, or small 
frame houses. Among the families thrown 
out on the streets are those of Gallant W il­ 
liam Cavanaugh, the hero and leader of 
many a wrecking party. His boat house 
was blown from its foundation,and the water 
and sand 
stands 
two feet deep in 
liis 
dwelling. 
Those whose houses 
were totally wrecked ore Charles Kruse, 
Tiiomas Newman, Miss Driscoll, John Mul 
leu, Richard Brennan, Patrick Morris, John 
Woods, Jacob Myers and Mortimer O’Brien. 
Some of these houses are leveled with the 
ground while others are lying upou their 
sides or warped so that they will be utterly 
useless. Nobody was hurt as the people 
looked for just what happened. About 60 or 
70 people are homeless along the beach as a 
result of the tprjific blow, 
SUSPENSION B R ID G E CARRIED A W AV. 
By Telegraph to The Freem an. 
Lockport, N, Y., Jan. 10,—The suspen­ 
sion bridge, situated nearest Niagara Falls 
was carried away by the gale about 8 o'clock 
this morning and deposited iu the River. 
Towers and cables remain intact. The bridge 
was completely rebuilt last season and en­ 
larged for the‘double tracks. The material 
was entirely of iron and steel. It was owned 
by the Suspension Bridge Company. The 
stock is owned in Oswego aud Canada and 
always paid large dividendo. The loss is 
about #75,000. ‘ It will probably be rebuilt 
as soon as possible. All points of interest 
along the River’s edge suffered more or less. 
The water was tever known to lie so high. 
The International Hotel was unroofed and 
several buildings were blown down in the 
viciuity. The gale was the severest ever 
l^nown here and lasted from 4 p. M-, yester­ 
day, until day light this morqiug, 
56 M ILES AN HO UR AT ROCHESTER, 
By Telegraph to The Freem an. 
R o c h e st e r, Jan. 10.—The damage by 
storm here consists of broken trees and dam­ 
aged chimneys. At 8 o’clock this morning 
jt was blowing ¡}0 mijes an hour. Soiqe cjajq 
age was done on the Lake Shore at Clmr 
lotte. 


By Telegraph to The Freem an. 
A l ba n y, Jan. 10.— In the Senate, to-day, 
Thomas F. Grady was sworn iu as Senator 
from the sixth district. 
Mr. Pierce stated that the Fas sett Aqueduct 
Investigation 
Committee 
had 
already* 
ken 
a 
vast amount 
of evidence in 
New-York City, and that (lie testimony 
as practically complete. 
It was 
the 
use 
of 
the 
Committee, 
however, 
that more time was needed in which to con­ 
sider tiie testimony already taken to make a 
ull report and to recommend such legislation 
is might seem desbalde. He named Febru- 
y 18 as the date when the report could be 
mnde and the time was extended without op­ 
position. 
BILLS INTRODUCED. 
Laughlin, providing that no Justice of the 
eace in Erie Countv shall have jurisdiction 
n any civil action wherein all parties thereto 
are residents of the City of Buffalo. Van- 
Cott. providing that any one opening or 
maintaining a place where opium or any of 
its preparations is smoked or given away and 
that 
any 
one 
visiting 
such 
rcsoit 
guilty of a misdemeanor. Robertson, 
using the age of legal, consent for females to 
j years. Erwin, amending the act to pro­ 
tect creditors by allowing creditors with a 
dm for more 
than #25 against the 
estate 
of 
a 
deceased 
person 
to 
resist nil transfers. VacCott, providing a 
minimum punishment of five years and a 
maximum of 15 years for rape. Vedder, 
xiug the salaries of Supreme Court Justices 
#8,000 per annum. 
Ives, to prevent 
the use of false labels; also to punish in- 
"riugements on trademarks. Vedder,the bill 
of last year providing for the taxation of al­ 
coholic beverages 
and grading of sa­ 
loons. Robertson, adding skating rinks and 
opium joints, places wherein to sell liquor to 
child under 16 yeats of age, is a misde­ 
meanor. Russell, extending for two years 
the time in which railroads outside of Ncw- 
ork City may be constructed. 
ADJOUKNKI) UNTIL MONDAY. 
Adjourned until 8:15 i*. m., Mouday. 
IN T H E ASSEM BLY- 
By Telegraph to The Freem an. 
• A lb a n y, Jan. 10.—In the Assembly, the 
Speaker presented t lie report of the Special 
Excise Commission, I lie annual reports of the 
Superintendent of State Prisons, Superintend­ 
ent of Public Instruction, the Commission­ 
ers 
of 
Fisheries 
and 
the 
Ncw- 
ork 
Institutiou 
for 
the 
Blind, 
the 
secoml 
report 
of 
the 
Board 
of electrical control, the annual report of the 
Munngir* of the Society for the Reformation 
of Juvenile Delinquents, the report of the 
"'euement House Commission and the report 
f the Trustees of the Willard Asylum for 
the Insane, at Ovid. 
MANY BILLS READY. 
When the Speaker announced the order of 
ntrofiuction of bills nearly every member 
bud one or more to hand in and for an hour 
the bills came pouring in as fast as the Clerk 
ould read 
them, 
and 
the 
supply 
of prospective legislation did not show any 
signs of exhaustion until 102 bilis 1 acl been 
introduced. 


School C om m issioners in Session. 
By Telegraph to The Freeman 
N e w -Y o r k , Jun. 10.— The annual meet 
ing of the New-York State Association of 
School Commissioners wjw epntlnuej In ttys 
American Museum of Natural History, to 
day. 
___________ 
T reatm ent o f an Irish P atriot. 
By Cable to The Freeman. 
D u b l in , Jan. 10.— The prison authorities 
have cut off Edward Harrington’s mus­ 
tache and subjected him to other indigni 
■“ 
* 
G reat F ire in Paris. 
By Cable to The Freeman. 
P a r is, Jan. 10.— A great fire has occurred 
in the Eleventh Arrondissement of this City 
The Schoolastic buildings were destroyed, 


ADJOURNED. 
The House adjourued until Monday cvcn- 


T H E COM M ITTEES 
W ays a n d M ea n s— Messrs. I lusted, W est­ 
chester; Batcheller, Saratoga; Enz, Tomp­ 
kins; Cheney, Onondaga; McKenzie, Genesee; 
Lodcr, Monroe; Mesick, Herkimer; Moffitt, 
Clinton; Sheehan, Eric; Bush, Chemung; 
Dinkclspicl, New-York. 
A p p r o p r ia t io n s—Messrs. Ainsworth, Os­ 
wego; Cottrell, Allegany ; Hughes, Lewis; 
Brown, Otsego; Clark, Livingston ; Carson, 
Yates; Stevens, Franklin; Larmon, Wash­ 
ington; Greene, Orange;'Martin, New-York: 
O’Neil, Rensselaer. 
J u d ic ia r y—Messrs. Saxton, Wayne; Ains­ 
worth, Oswego; Coon, Oswego; Whipple, 
Cattaraugus; Acker, Steubeu; Van Gorder, 
Wyomiug; Towne, Chautauqua; Greene, 
Orange; Sheehan, Eric; Rocscli, New York; 
Demurest, Rockland. 
G e n e r a l L a w s—Messrs. Hamilton, New- 
York: Gallup, Onondaga; Aspinwall, Kings; 
Nixon, Chautauqua; Gibbs, New-York; Me 
Master, Steuben ; Dunlap, Montgomery ; 
Mead, Delaware; McCann, Kings; Guenther, 
Erie; Ncwschafer, New-York. 
C a n a ls—Messrs. CJallup, Onondaga; An­ 
drus, Erie; Coon, Oswego; Tefft, \Va>hing- 
ibn;LeRóy, Albany; Groat, Wayne; Little, 
Niagara; Baker, (incida; Creamer, New 
York; Endres, Erie; Blaucbtield, Kings. 
A f f a ir s o f C it ie s — Messrs, Crosby, Ham­ 
ilton, New-York; Fish, Putnam: Andrus, 
Eric; Sperry, Kings; Bauer, Monroe; Saun­ 
ders, Rensselaer; Ulumcuthul,llagan, New- 
York; Hitt, Albany; Cronin, Queens. 
C o m m er c e 
a n d N a v ig a tio n — Messrs. 
Huntlug, Suffolk; Y’oungman, Albany; Ad­ 
ams, Orange; Diuchart, Columbiá; Lane, 
Jefferson; Flaherty, St. Lawrence; Upson, 
Onondaga; Treadway, Essex; McLaughlin, 
Kelly, Kings; Kerrigan, New-York. 
R a ilr o a d s—Messrs Kimball, St. Law­ 
rence; Adams, Orange; Comstock, Jefferson; 
Mase, Dutchess; Yates, Schenectady; Mc- 
Aiiatu, Ontida; Baker, Erie; Baker, Oneida; 
Longlcy, Kings; Creamer, New-York;Town­ 
send, Queens. 
Insurance-- Messvs- Whipple, Cattarau­ 
gus; Husted, Westchester; Curtis, St. Law­ 
rence; Smith, Sullivan; Maynard. Madison; 
Walters, Greene; Decker,Tioga; King, New- 
York; Haggerty, Kings; Demarest, Rock 
land; Clarke, New-York. 
B anks — Messrs. 
Rhodes, Westchester; 
Mead, Delaware- Moody, Ontario; Lewis, 
Broome; peck, Cortland; Fitts, Cayuga; 
Pearsall, Chenango; West, Cattaraugus; Me 
Cann, Kings; Townsend, Queens; Dunham, 
Seneca. 
I n te r n a l A f f a ir s — Messrs. Nixon,Chau 
tauquA ; Huntting, Suffolk; Upson, Onon 
daga; Dante, Otsearo; Fitts, Cayuga; LoJer, 
Monroe; Mesicty Herkimer; Pearsall, Che 
nango; Graham, Kings; Townsend, Queens 
Bush, Ulster. 
Excise—Messrs. Curtis, Kimball, St 
Lawrence; Savery, Cayuga; Carson, Yates; 
Mesick, Herkimer; Bush, Chemung; Young, 
Schoharie; Mulianey, Strassburg. New-York 
Whipple, Cataraugus; Lewis, Broome. 
A f f a ir s o f V il l a g e s— Messrs. Cfieuey 
Onondaga; BatpheUcr, - Saratoga’’ Comstock 
Jefferson;'Hughes, Lewis- Dtoehart, Colum 
bia; Larmon, Washington; Barton, Wurren 
Tefft, Washington; Miller, Albany; Har 
wood, Niagara; Rice, Ulster. 
R oadb a n d B r id g e s-Messrs. Moody, Qu 
tario; Ainsworth, Oswego; Clark, Living­ 
ston; Sheldon, Monroe; Davidson, Ulster 


Moffitt, Clinton; DePeyster, Dutchess; Mc- 
Master, Steulicii; Harwood, Niagara; Bush, 
Ulster; Cronin, Queens. 
P u b lic P r in t in g —Messrs. Enz. Tomp­ 
kins: Ainsworth, Oswego; Gallup, Onondaj 
ga; Fisli, Putnam; Walters, Greene; Teff § 
Washington; LeRov, Albany; Barton, War­ 
ren; Roesch, New-York; Young. Schoharie; 
Yetman, Richmond. 
P u b l ic H e a l t h —Messrs. Baker, Eric; 
Youtiguiau, Albany; Rhodes, Westchester; 
Charles Smith. New-York; McAdam. Oneida; 
Lane, Jefferson; Carson, Yates; Dinehart, 
Columbia; Bush, Chemung; Sullivan, Ilaff- 
ner, New-York. 
C h a r it a b l e a n d R e l ig io u s S o c ie t ie s— 
Messrs. Decker, Tioga; Clark, Livingston; 
Gibbs. 
New-York; 
West, 
Cattaraugus; 
Brownell, Fulton and Hamilton; Ackerj 
ISteulien; Sperry, Kings; Moody, Ontario; 
Greene, Orange; Kent, Oneida; Graham, 
Kings. 
P u b lic E d u c a t io n—Messrs. Coon, Oswe­ 
go; Saxton, Wayne; Carson, Yates; Peek, 
Cortland; Decker, Tioga; LeRoy, Albany; 
Lane, Jefferson; Dante. Otsego: Thomas 
Smith, Jr., New-York; Young Schoharie; 
Murray, Westchester, 
M il it a r y A f f a ir s—Messrs. Yates, Schen­ 
ectady; Curtis, St. Lawrence; Batehcllcr, 
Saratoga; Brown, Otsego; Savory. Cayuga; 
Hughes, Lewis; Bauer, Monroe; Larmon.. 
Washington; Kent, Oneida; Sullivan, Clarke, 
New-York. 
C l a im s — Mo*srs. Towne, Chautauqua* 
Youngman, Albany; Lewis, Broome; Corn- 
stock, Jefferson; Donaldson, Saratoga; Cot­ 
trell, Allegany; Baker, Oneida; Dunlap, 
Montgomery; McLaughlin, Kings; Blake, 
New-York; Blaneiilicld, Kings. 
F e d e r a l 
R e l a t io n s— Messrs. Groat, 
Wayne; Cheney, Onondaga; Huntlifig, Suf­ 
folk; Crosby. New-York; Edwards. Orleans; 
King, New-York; Enz, Tompkins; Lc Roy, 
Albany; Longlcy, Kings; Roesch, Ncw- 
York; Ryan, Rensselaer. 
G a m e L a w s—Messrs. Stevens, Franklin; 
Donaldson, Saratoga; McKenzie, Genesee; 
Loder, Monroe; Little, Niagara; Mollit,Clin­ 
ton; Haggerty, Kings; llayes, New-York: 
Miller, Albany. 
St a t e P r iso n s—Messrs. Savery, Cayuga; 
Sheldon, Monroe; Maynard. Madison; Mase. 
Dutchess; Brown, <)tsego;7Mead, Delaware; 
Hornidge, New-York; Dunham, Seneca; 
Hitt, Albany. 
S t a t e C h a r it a b l e I n s t it u t io n s—Messrs. 
Batebeller, Saratoga; Crosby, New-York; 
McAdi.ni. Oneida; McMaster, Steuben; Do 
Peystcr, Dutchess; Groat, Wayne; Blunien- 
thal, New-York; Dunham, Seneca; Mi Icy, 
Kings. 
P r iv il e g e s a n d E l e c t io n s—Messrs. An­ 
drus, Eric; Savery. Cayuga; Flaherty, St. 
Lawrence; Smith, Sullivan; Huntting, Suf­ 
folk; Dinehart, Columbia; Thomas Smith, 
Jr., Ncw’-York: Dinkclspicl, Clarke, New- 
York. 
C iv il D iv is io n s—Messrs. Upson, Onon­ 
daga; Bro.vu, Otsego; Acker, Steuben; Ed­ 
wards, Orleans; Brownell, Fulton and Hamil­ 
ton; Saunders, Rensselaer; SeliatfT, Kings; 
Strassburg, New-York; Rice. Ulster. 
T r a d e s 
a n d 
M a n u f a c t u r e s—Messrs. 
Donaldson, Saratoga; Brownell, Fulton and 
Hamilton; Dante, Otsego; Davidson, Ulster; 
Bauer, Monroe; Little, Niagara; Hayes, Din- 
kelspiel, Kerrigan, New-York. 
M a n u f a c t u r e o f S a l t—Messrs. VanGor- 
(ler, Wyoming; Cheney, Onondaga; Young- 
mun, Albany; Aspinwall, Kings; Sheldon, 
Monroe; Charles Smith, New-York; Kelly, 
Kings; Ncwschafer, New-York; McCarren, 
Kings. 
P u b lic L a n d s—Messrs. Flaherty, St. Law­ 
rence; Stevens, Franklin; Walters, Greene; 
Treadway. Essex; M. A. Smith, Sullivan; 
Comstock, Jefferson; Martin, 
Hornidge, 
New-York; McCarren, Kings. 
Ac,rtculturf.—Messrs. Cot troll, A1 legany; 
M. A. Smith, Sullivan; DePeyster, Dutchess; 
Sheldon, Monroe; Pearsall, Chenango; Lo- 
ler, Monroe; O’Neil, Rensselaer; Rice, U1 
ter; Hud wood, Niagara. 
I n d ia n A f f a ir s-»-Messrs. West, Callaran 
is; Edwards, Oilcans; Gibbs, New-York; 
Gallup, Onondaga; 
Maynard, Madison; 
Little. Niagara; McDauglilin, Kings; Con 
nelly, Huffuer. New-York. 
P e t it io n o f A l ie n s—Messrs. Aspinwall. 
Kings; Kimball, Si. Lawrence; Fish, Pul 
am; Gibbs, New York; LeRoy, Albany; 
Fitts, Cayuga; Duffy, Mulianey, New York; 
Schacff, Kings. 
Two THIRDS AND THREE-FIFTHS BlI.LS— 
Messrs. Mead, Delaware; Enz, Tompkins; 
Edwards. Orleans; Donaldson, Saratoga; 
\spiiiwall, Kings; Dunlap, Montgomery; 
Thomas Smith, jr., Strasburg,Huffuer, New 
York. 
E n g ro ssed B il l s—Messrs. 
McKenzie, 
Genesee; Nixon, Chautauqua; Peck, Coit- 
land; Baker. ------; Barton, Warren; David 
son, Ulster; Hagan, New York; Miller, A'- 
any; Murray, Westchester. 
G r ie v a n c e s— Messrs. Pearsall, Chenango; 
Rhodes, Westchester; West, Cattaraugus; 
Decker, Tioga; Towne. Chautauqua; Bauer, 
Mouroe; Hayes, New-York; Kent, Oneida; 
Kerrigan, New-York. 
E x p e n d it u r e s 
o f t h e H o u se—Messrs. 
Carson, Yates; Yates, Schenectady; Young­ 
man, Albany; Adams, Orange; Andrus, Erie; 
Barton, Warren; Guenther, Erie; Martin, 
New-York; Ryan, Rensselaer. 
E x p e n d it u r e s o f t h e E x e c u t iv e D e­ 
p a r t m e n t— Messrs. Clark, Livingston; Ham 
ilton, New-York; Nixon, Chautauqua; Van 
Gorder, Wyoming; Mesick, Herkimer; Sru;u 
dvrs. Rensselaer; Dinkclspicl, Sullivan, New- 
YorJk; McCarren, Kings. 
R e v is io n—Mcssr*. Acker, Steuben; Coon, 
Oswego; 
Aspinwall. 
Longlcy, Kings; 
Demarest, Rockland. 
R u les—Messrs. 
Husted, 
Westchester: 
Hamilton, New-York; Saxton, Wayne; Shee­ 
han Erie; Blumenthnl, 
New York; 
the 
Speaker. 
J o in t L ib r a r y—Messrs. Dunlap, Mont­ 
gomery; Charles Smith. New-York; Tread 
way, Essex; McCann, Kings; McLaughlin, 
Kings. 
S u b-C o m m it t e e o f t iie W h o l e—Messrs. 
Peck, Cortland; Flaherty, St. Lawrence; Up­ 
son, Onondaga; * Fish, Putnam; Hughes, 
Lewis; Walters, 
Greene; Groat, Way tie; 
Dante, Otsego; Fitts, Cayuga; Treadway, 
Essex; Little, Niagara; Davidson, Ulster; 
Sullivan, New-York; Kelly, Kings; Blake, 
New-York; Enures, Erie. 


DOWN IN NORTH CAROLINA. 


W h e re 
“Judge 
L y n c h ” 


Innocent People. 
H a n g s 


TIIE EXCISE COMMISSION. 


T w o M e m b ers 
W h o 
W ill 
N ot 


Sign the R ecom m en dation s. 


Will’I 
EF01UI IS NEEDED. 


R eport V isiting C o m m itte e State 


Charities A id Association. 


7.) ROYS ARE IMPLICATED. 


T h irtv -S ix L oco m otives H ave It con D ism an ­ 
tle d —P ro p e rty V alued at S> 100,000 S to len . 


By Telegraph to The Freeman. 
R a l e ig h , Jan. 10.—Attorney General 
Davidson, of Noith Carolina, iu a report to 
the Governor, denounces lynch law and 
charges that innocent men have been banged 
by mobs in tbis State. 


T he E xcise C om m ission. 
By Telegraph to The Freeman. 
N e w -Y o r k , Jan. 10. —The Excise Re­ 
vision Committee, for New-York State, has 
finished its work. Commissioners Kruse and 
O’Brien are the only memliers who are not 
satisfied with the proposed bill. 


S tate C h arities A id A ssociation. 
B.v Ti legraph to The Freemr.n. 
N e w -Y o r k , Jan. 10.—The report of the 
New-York Visiting Committee to the State 
Charities Aid Association urges the need of 
reform in workhouses. 


W h at Hoys H ave D one. 
By Telegraph to The Freeman. 
P h il a d e l p h ia , 
Jan. 
10.— Seventy-five 
boys are implicated in the Pennsylvania 
Railroad brass robberies. Thirty-six locomo 
lives have been dismantled, aud the property 
stolen is valued at #100,000. 


liritis h S team sh ip A sh o re. 
By Telegraph to The Freeman. 
B a l t im o r e , Jan. 10.— The British steam­ 
ship Macedonia, is ashore at the lower end of 
the Craighill Channel. 


T H E STOCK AND MONEY MARKET. 
F in an cia l D oing» 
oil W all-Ktroet T o -D » y — 
Tiie L ead in g C losing Q u o ta tio n s. 
By Telegraph to Tiie Freeman. 
N e w -Y o r k . Jan. 10.—The stock market 
was without any special feature this morning. 
At 11 o’clock it was dull and rather heavy. 
The closing quotations: 
Me sky- 
to 8. 
U S Us (registered). 1 
Mem. & Charleston.. 51 
U. S. Us (coupons)... 1-KYh Michigan C entral.... Sti4i 
U. S. 4}’s (registered)1U8tí,!M¡l., L. S. & TV. 
.5 8 
U. S. t f s (coupons). - H'SK Mil., L.Shore* W.pfd 
Cea. Pae. F irsts 
112V4 Minn. & St. Louts 5 
Erie, seconds ............1 *«., Minn Jt St. Louis, prf 11 
Nor. Pacific, firsts.. .llti1-» Missouri Pacific . . . BJ&g 
Northwebl'u Cousois.1-15 Morris 
Essex .........144 
St. Paul Consols.......liStpNashville ¿ Cliatt... Si 
Union 1’ac.,firsts__112V*> N. J. Central................ Usqi 
W est S h ore.................108}.jlNorf’k & W est'n,prf 
Adams Express.......114 j Northern Pacific... . ¿5W 
Alton & Terre Haute. 4ó Nor. Pacific, p rtf... 5’»2 
Al* fc- T — 1 r 
-.1 
VT 
............ 
Alt. 
Ter. II. p'rd.. 
American Express. 
Atlantic A Pacific. 
BuiT. It.ii-ls. & Pitts. 
Canada Pacific. . . 
Canada Southern... 
Central Iow a............. 
Central Pacific. 
Ches. A O hio............ 
Ches. A- 0 .,lst pfd.. 
Ches. & Ohio, 2d pt'd 
Chicago A; A lton... 
Chicago A Alt. pf.l 
Chi., Bur. & Quincy 
Chi., St. L. & I’a. 
Ciu. Hum X Dayton 75 
Cl> velaud Cnlumhus 57 


East Tenn., 2d pref. 
E rie............................... 
Erie pref..................... 
Fort W ay n e............ 
H arlem ........................ 
Hocking Valley .. 
Houston A Texas .. 
Illinois C entral... 


Northwestern............. 
I Ull ¡Northwestern pref.. 140 
New-York Central .10784 
SO N. Y. Cni. A St. I.ouis 17LÍ 
51!., N. Y. ( hi. A St. L. prf (W 
52‘n Ohio A Miss................. 21MÍ 
s.'-y Ohio A Jliss.. pref... 84 
855<i Ontario & W estern. 15 
litfij Oregon Navigation. !I2% 
1(>'Oregon Trans-Con... :,()9g 
ITtif Pacific Mail.................. 
.185 Peoria, Dee. & E'ville 28 
155 Pittsburgh......................155 
ms.44 Pullman P alace 
177 
14|v Reading 
4Kkj¡ 
Richmond & W .Point 24k( 
Rock Island.............. U7-R 
Consolidated (Lis r;i14 Koine, W. A O g'nb’g. !*2j-¿ 
Del. & Hud. C anal.. 8184 St. Louis A San F. .. 21Á4 
Del., I-ack. A West. .l l'UÜ St. L. A S. F., pref.. titty, 
Denver A UioGrar.de 15 St. L. A S. F.,lstpref,113ty 
East Tennessee 
U ¡St. Paul......................... (>8V$ 
East Teuu., 1st pref . t (>.'*» St. Paul, pref..............108 
22L> St. Paul,Minn A Man. 00 
275» St. Paul A O m aba... 80% 
f>i St. Paul A O., pref .. 01 
M'.'bj Texas Pacific.................22% 
255 ¡Union Pacific 
(it 
25%’U. S. Express............ 74% 
14% Utica A B. Hi ver 
12H 
H 1 W ab.,St. L. A Pacific 12% 
Ind., Bloom A West'll 0% W ab.,St. I,. A P.,pref 24% 
Kansas A Texas. ... 18% Welis A Fargo Ex. . 180 
Kingston A Pem br'k Sn-q West. Union................ S4% 
Lake F.rie A W est’ll.. llty. Wheeling A I,. E (kt 
L. E. A W., pief 
. 52 Silver C ertificates... 94% 
Lake Sboiv................ 104 !Am. Cotton O U ...... 51% 
Louisville A N ash... 50% N. Y. A N. E ..................44% 
M anhattan Elevated 91 I 


Our place of business will be 
closed during the months of 
January, February and March every 
evening except Saturday at 6 o’clock. 
Geo. B. Merritt & Co., 
Wall-St. Kingston, N. Y 
One door north of St. John’s Church 


YELLOW FEVER ON TH E GALENA. 
It H as B een C om pelled to L eave Port au 
P rin ce, H ityll. 
By Telegraph to The Freem an 
N e w -Y o r k , Jan. 10.—The summer Clari- 
l>el, from Haytt, reports that yelK»w fever 
has broken out pn tty* United States ship Ga­ 
lena, apd Uptt it has left Port au Prince. 


D eath o f u H o rsem an , 
By Telegraph to The Freem an. 
R o c h e s t e r , N. Y., Jan. IQ.— Richard 
Livingston, one of the proprietors of the Liv­ 
ingston Hotel, and a man known all over tiie 
country, especially among horsemen, died 
last night ot Bright’s disease. 
N om inated for Special C ounty Ju d ge. 
By Telegraph to The Freem an. 
A l b a n y , N. Y., Jan. 10.—The Governor 
to-day sent to the Senate the nomination of 
William B. Esterbrook, of lUmoa, as special 
County Judge of Tompkins County, vice John 
Tyler resigned, 


T he M nrler In cid en t. 
By Cable to The Freeman. 
Berlin, Jan. 10.—The Germnu press eon 
tinues to discuss the Morier incident, impug 
ning the good faith of the British diplomat­ 
ist. 
fk * M eet Sugar In d u stry. 
Bv Telegraph to The Freeman. 
W a sh in g t o n, Jan. 10.—To a Congres 
sional Committee here Claus Spreckels has 
explained the beet sugar industry, . . 


A m ount o f New Italia n Loan. 
By Cable to The Freeman. 
B russels, Jan. 10.—The new Italian loan 
amouuts to 600^000^000 lire, at 5 per cent, 


W h o W ill Get There? 
TIIENEW-YOKK STORE 
Will give to the person holding the lar­ 
gest number of coupons on Feb. 3. 
A P lu sh W ra p , 
"WORTH $2 B.OO. 
To the next largest number 
A M onkey M uff, 
W O R T H $8.00. 
STUEGEON & LEETE. 
20 Union-Ayenae, 


One block . above The Strand, Rondout. 
TA K E NOTICE. 
I hereby give notice that my wtfe. Mrs. b n k t 
Kraus, has left my bed and board without J 
Sr provocation, and I wtll not be reapontbte rqr u r 
efits of her contract big from thiadate. arm II 
give notice to all parties not to trust or h*rt* 
on my account. 
Jobs ! 
Rondout, N. Y., January 7> 1880- 


ТНК K ING STO N DAILY FREEM AN TH URSDAY EVENING , JA N U A R Y 10,1889. 


4 isr«d a» S*cvAid-«/a.J matltr, at th§ Pott 
Ojfif, at 
RONDOUT. /V. К 


Kingston fa illi jfrtman. 


KINGSTON. У. Y .. JANUARY 10. 1Ь39. 


W eiith er In d ica tio n s. 
W a s h in g to n , 
Jan. IQ.-In d ic a tio n * fo r 
F rìday: F a ir, m uch colder, weste rl y w ind*, 


ITlV 
i’l 
„i 


1 
one 
en- 


THE CYCLONE COMES EAST. 


Tbe cyclone, w hich we are in the habit of 
rejmrdioff as a W estern or Southern phenom ­ 
enon, came uncom fortably close to us all last 
night. 
K ingston was on the very edge of the 
siorm. but even here there was a very high 
wind, and considerable damage to prope" 
resulted. 
But at several points in IVnm 
vania the effects were appalling. 
A t Rea» 
in g a silk m ill in w hich 260 persons wer 
»mployed was blown down a short time be 
fore 0 r. M.. and the inmates were all carrie 
down 
with 
it, 
and 
nearly 
every 
was 
buried 
in 
the 
ruins. 
The 
tire fire departm ent and 
10,000 men set 
to work to rescue the dying and uncover the 
dead. 
At 8-60 75 persons had been removed, 
ten of whom were dead. 
There arc others 
beneath the ruins, and the killed are likely 
to be counted by scores and possibly hun­ 
dreds when the wreck is removed. 
In 
another part of the city the paint shop of the 
Reading Railroad Company was unroofed 
and burned, and four of the em ployes wen- 
killed. 
Seven residences in the city were 
either unroofed or blown down. 
T he same 
cyclone on its approach struck Harrisburg, 
unrooting the R eading Company’s depot. The 
track of the storm from Harrisburg was due 
east along the Lebanon Valley to Reading, 
and a big wake of destruction was left be­ 


hind. 
There was another cyclone quite as destruc­ 


tive at Pittsburg in the afternoon. 
It came 
up without warning, accompanied with wind 
and rain. 
T h e tirst building to fall was 
new seven-story store in process of erectio 
by C. L. \y ille y . 
The walls were blow 
apart and fell* upon several occupied buih 
ings adjoining, crushing them in. 
At least 
score of human beings were buried by thus 
fall. 
Eight are known to have been kill» 1 
outright and thirty-five badly injured. 
I 
other parts of the city several buildings were 
blown down, but uo loss of life from them is 


reported. 
» 
Buildings were also blow n dow n in A lle 
ghany City, 
McKeesport, W all’s Station 
W ilm erding, W illiam sport and York. 
At 
Sunbury tw o o f the stacks of the Sunbury 
Nail Mills were blow n down, killing two men 
and seriously injuring nine. 
At Carlisle scv 
eral of the new buildings of the governm ent 


Indian school were unroofed. 
The storm struck Brooklyn at 7:40 p . m . 
Sim ultaneously, and probably from the effect 
of the cyclone, tw o of the tanks of the 
Citizen’s 
Gas 
Company 
exploded, 
causing a shock that was felt throughout the 
city. 
Fortunately the em ployes were away, 
and only one, a watchman, was injured, 
lie 
received a scalp wound from a falling missile. 
T he storm destroyed a portion of the Brooklyn 
N avy Yard marine barracks. 
About 175 
men wete in or around the works when the 
crash cam e. 
Many of them were cut or 
bruised, 
but none dangerously. 
In other 
parts of Brooklyn a score or more of build 
ings were wrecked, and inmates were injured 


in almost every iustance. 


SMALL BUSINESS. 


President Cleveland perseveres in the work 
f “ reform ,” though fully conscious that if 
ie can only w ait till the 4th of March in pa- 
lencc there w ill com e then the most genuine 
nd sw eeping reform ever seen in the U nited 
tales. 
The latest visible subject o f his re- 
orm zeal is Lewis McMullen, Appraiser at 
iew York. 
M cM ullen had served iu his de- 
artment 89 years when he was promoted to 
is present place, and his advancement was 
ointed to by M ugwumps as evidence that 
he adm inistration was thoroughly devoted 
o the reform principle. 
McMullen has 
urned out a good many Republicans—218 is 
aid to be the exact number— but there still 
emaiu 125, som e of whom had long been as- 
ociated w ith him , and whose services he re 
ardeil as indispensable. 
But he did all that 
was possible for him to do in the recent 
ampaigti for the election of Cleveland, and 
t is probable that he believed this service 
,-ould be allow ed to cover a good many sins 
f om ission, as he refused to believe the ru 
nors that he was to Ix; rem oved until the 
rder cam e like a clap of thunder out o f a 


dear sky. 
On the 31st o f Decem ber last Secretary 
'airchild addressed to the Appraiser a letter 
hat fills exactly Jour lines of newspaper 
pace, dem anding his resignation because hi 
the Secretary) considered it ‘ ‘ for the public 
aterest.” 
T he Appraiser replied, refusing 
o resign until he was show n the reasons for 
he demand. 
T he Secretary replied on the 
tli iust. 
at greater length , intim ating 
in 
atlier am biguous language that the Republi- 
ans under him had not been turned out fast 
Qough, and inform ing him that he had re 
uested the President to order his rem oval, 
'he order o f rem oval, signed by the Presi- 
cut, was received yesterday, but M cM ullen 
) in doubt w hether it can be euforccd so 
m g as his successor is not confirmed by the 
enate, and talks ultout m aking a fight. 
If 
y fighting he can cause a delay of just 52 
ays, neither Fairchild nor Cleveland w ill be 
a a position to trouble him. 
Other rem ovals that are taking place in va- 
ious parts of the country indicate that the 
ew rem aining w eeks of the present adm inis- 
ration are to be spent iu wreaking vengeance 
pon D em ocrats whose service does not show 
utisfactory results upon the vote, and upon 
[lose Republicans yet in office w ho refused 


3 sacrifice their principles after having given 
all service to the governm ent for every dol- 
ir paid them . 
If McMullen goes, the 125 
tepublicans under him will have to follow-, 
'hat is the “ reform ” about whicli Mr. Fair- 
hild talks in his letter, and w hich he says it 
rill be im possible for him to carry out as 
m g as M cM ullen stays. 
The Repuhlicans 
rill be deprived of their present em ploym ent 
ir eight or nine weeks. 
But it is sm all bus- 
icss, and’exhibits a petty and spiteful tem- 


THE ASSEM BLY COMMITTEES. 


peaker Cole has made out his list of com ­ 
bes in a manner satisfactory to the entire 
mblican press. 
The Democrats exhibit 
e unhappiness because the larger number 
he com m ittees have only three .m em bers 
heir party upon them, but this is because 
party elected so small a proportion of 
members. 
W ith ooly about one third o f 
House they are entitled to ODly three 
ibers in a com m ittee of nine. 
They are 
n four m em bers on the important com - 


ie on cities, and four o f the ablest Demo- 


i in the H ouse are on the Judiciary. T he 


Dem ocrats have also more than their correct 
proportion on Insurance and E xcise and sev­ 


eral smaller committees. 
Gen. Husted stands in his right place, at 
the head of the W ays and Means, and next 
to him is Gen. Batcheller, one of the strong­ 
est and ablest men in the H ouse. T he Dem o 
cratic list is headed by Sheehan, the acknow l­ 
edged leader of that party and Gov. H id s 
best m an.” 
The Chairmanships o f other 
leading committees are given to men of the 
highest character and 
legislative ability. 
A m ong these can be justly ranked Ainsworth 
of Appropriations, Saxton of General Laws, 
Gallup of Canals, Crosby of Cities, Hunt- 
ting o f Commerce and Navigation, Kim ball 
of Railroads, Curtis of E xcise, and Coons of 
Education. Among Democrats Judge Greene 
of Orange is made even more conspicuous 
than Sheehan by the number of important 
committees on which lie is placed. 
The 
Speaker has recognized him, as he deserves 
to be, as the very ablest and most respectable 
Dem ocrat in the House. 
Ulster does not shine very brightly in the 
com m ittees, ow ing to the unfortunate habit 
o f choosing new men every fall. 
N o L lsier 
man is named until the Committee on Inter­ 
nal Affairs is reached, when the name of Mr. 
Bush appears. 
Bush is also on the com m it­ 
tees on Roads and Bridges. 
Mr. Rice is on 
Affairs of Villages, Civil IJivisous and A gri­ 
culture. 
Mr. Davidson is on 
Roads and 
Bridges, Trade and M anufacture, Engrossed 
Bills and sub Committee of the W hole. 


PUBLIC OPINION. 


A fruit grower in Pom ona, Cal., ow ns up 
to having written the M urchison-Sackville 
letter. 
But he could hardly have im agined 
what figs would grow on his thistle.— A l­ 
ia ny Time«, Dem. 


It is entirely safe to say that not one person 
in 500 outside of the various insane asylum s 
of the country favors any such schem e us the 
creation of life Senatorships for ex-Presidents. 
— S t l.o u i» Globe - Democrat. 


T his m uch, ¡it least, may be said of Mr. 
W auamaker. 
Am ong 
the prom inent men 
of this country he is one of the largest con ­ 
tributors to the press, and what is still more 
to the point, his articles are alw ays pub­ 
lished.—Rochester Rost-Express. 


Secretary Bayard is credited w ith the inten­ 
tion of going to Europe to live. 
He would 
find it pleasant in any foreign country. ¡since 
he has been in office lie has Consulted the in­ 
terest of every country iu the world, except 
his ow n.— A tla n ta C onstitution, Dem. 


Lieut-Gov. Jones is (according to the A1-, 
bany correspondent of the Tim es: a candidate 
for the Presidential nom ination iu 1892. 
But 
w e suspect that the correspondent is merely 
“ gazing.” 
Mr. Jones is a man of sense and 
1892 is a long way ahead.— E lm ira Gazette, 
owned by D. B H ill. 


The spectacle of Saul am ong the prophets 
was less remarkabie than that of D avid am ong 
the reformers. 
W hen the Governor of N ew - 
York, w ho, as it is w ell known, ow es his 
election to the big pot of m oney raised lor 
him by theginsiiugers of N ew -Y ork,be moans 
corruption at the polls, the tim e has com e to 
bring out the smoked glass and see what has 
com e over the face of the sun.— Chicayo Inter- 
Ocean. 


If Mayor Kirk was not very thick-liided 
that letter of the clergy o f the city w ould 
m ake a deep and enduring impression upon 
him . 
The M ayor’s answer w ill Ik; awaited 
w ith m uch interest. 
W hen Mr. Kirk read 
the letter to him, he rem arked that he had 
supposed he was doing a good thing when he 
secured the closing of the saloons 
on 
a 
part of Sunday; and the sayinsr is im puted to 
him, that he didn’t know what the ministers 
had to do with him, as he never interfered 
w ith them .—Syracuse Jou rn a l. 


SAMIR, REYNOLDS k WEBSTER, 


Are receiving at their Factory a large quantity 
of • 


Urv Oak an;l Hickorv Timber 
t 
V 


And 8re prepared to furnish 
* BEST QUALITY 


- O F - 
Axe, Pick, Sledge and Hammer 
HANDLES. 
Hickory and Oak Spokes. 
C E L E B R A T E D 
Ulster B olted Barrow, 


Carriage Cushions made to order. 
Sawing and Forging at short notice. 


- A T THEIR 


SPECIAL BUSINESS NOTICES. 


Patti, it is said, guards herself carefully against 
cold. 
She evidently does not believe in free con­ 
certs, but does believe iu the free use of Dr. Bull’s 
Cough Syrup, as it has cured her several times. 


FOR AC I OKS, SINGERS AND PUBLIC 
speakers Dr. Hoxsie’s Disks, now universally used 
by the most eminent men and w< men i:i professional 
life, for inflamed Throat, Hoarseness and Cough. 
'¿0 cents. 


DEFINITION OF A GENTLEMAN. 
“Cardinal Newman says a gentleman is one who 
never inflicts pain.’’ remarks tin- Omaha World; 
•* I his is rough on the dentists.” True, hut it is a 
characteristic of Dr. Tutt’s Liver Pills. They ope­ 
rate without griping or pain. 
“They are are the 
best pill in the world," as D. E. Brode, of Tanmqua, 
Ph ., truly says. Scientifically compounded by a 
physician of 30 years’ practice! 


“ ONE FOOT IN THE GRAVE.” 
How often do we hear the above said of some 
po r pilgrim o'er life’s thorny path, whose tottering 
step, pallid face, unuatural gutter of the eve anil 
hackiug cough, and its accompanying involuntary 
pressure of the hand over the lungs, the seat of the 
dread disease—consumption—that causes the re­ 
mark? Too frequently, alas! and in the interests of 
such unfortunates this is penned, to assure them 
that their steps need tend no longer toward that 
narrow r. c-ptucle that awaits all—that is, until 
life'salloted space is covered—from any such cause, 
for the scientific researches of Dr. R. V. Pierce, re­ 
sulting in the “ Golden Medical Discovery,” have 
wrested from Nature a remedy which never fails to 
cure this scourge of our race (which is really- noth­ 
ing more nor less than Scrofula of the Lungs!, if 
taken iu time. Druggists sell it. 


IT IS NOT BEST 
to always believe everything that a person tells you 
hut when you hear that the best blood purifier is 
Sulphur Bitters, you can believe it, for they cured 
me of a severe ease of blood poisoning. 
Re v . A. Fa ir c h il d , New-York City. 


A NASAL INJECTOR free with each bottle of Shi 
loh's Catarrh Remedy. Price 50 weuts. Sold by 
Frederick J. K. Clark. 


Whooping cough, croup, sore throat, sudden colds 
anil the lung troubles peculiar to children, are easi 
ly controlled by promptly administering Ayer’s 
Cherry Pectoral. This remedy is safe to take, cer­ 
tain in its actiou, and adapted to ail constitutions. 


WILL YOU SUFFER with Dyspepsia and Liver 
Complaint t Shiloh’s Vitalizer is guaranteed to cure 
you. For sale by F. J. K. Clarke. Kingston. 


Keep your blood pure and y-ou will not have rheu­ 
matism. 
Hood’s Sarsaparilla purifies the blood aud 
tones the whole system. 


MAKE HAY WHILE THE SUN SHINES. 
The druggists have just received a fresh invoice 
of Hop Ointment, that infallible cure of chapped 
hands and lips, sore nose and cold cracks. 
Every 
one is buying it, so get your supply ere it is ex­ 
hausted. 25 cents. Cure warranted. Never fails. 


PILES! PILES! ITCHING PILES. 
Symptoms—Moisture; intense itching and sting­ 
ing; most at night ; worse by scratching. *lf allowed 
to continue tumors form, which often bleed and ul­ 
cerate, beeomiug very sore. 
Swayne's Ointment 
stops the Itching and bleeding, heals ulceration, and 
in most cases removes the tumors. At druggists, or 
by mailyfor 50 cent. Dr. Swayne & Son, Philadel­ 
phia. 


Sensible people use sensible rem edies-H op Plast­ 
ers quiet and allay pain instantly. Use one. 


A LUCKY MAis. 
Mr. Lyman Crawford, Druggist, of Springfield, 
Mass.. says: For years I was afflicted with kidney 
disease iu its worst form, and I state, with a perfect 
recollection of all that was done for me, that Dr. 
David Kennedy’s Favorite Remedy, of Rondout, 
N. Y„ gave me permanent relief. 
If your druggist does not keep the medicio* ad­ 
dress the proprietor, Rondout, N. Y. 


I am on my second bottle of Ely’s Cream Balm 
being a sufferer from catarrh since I was a child 
with this medicine I am being cured.—William L 
Dayton, Brooklyn. 


CARD OF THANKS. 
If the proprietor of Kemp’s Balsam should publish 
a card or thanks, containing expressions or grati­ 
tude which come to him dally, from those who have 
been cured of severe throat anil lung troubles by the 
use of Kemp’H Balsam, it would All a fair-sized bonk. 
How much better to invite all to call on any druggist 
and get a free sample bottle that you may test for 
yourself its power. Large bottles 50c find 31.00. 


RENEWS HER YOUTH. 
Mrs. Phoebe Chesley, Peterson, Clay County, Iowa, 
tells tbe following remarkable story, the truth of 
which is vouched for by the residents of the town: 
“ I am 73 years old, have been troubled with kidney 
complaint and lameness for njany years; could not 
dress myself without help. Now I am free from all 
g 
ain and soreness, and am able to do all my own 
ousework. I owe my thanks to Electric Bitters for 
having renewed my youth, and removed completely 
all disease and p a in .T r y a bottle, 50 cents and $1, 
at VanDeusen Brothers’ and F. J. R. Clarke’s Drug 
Stores. 
_______ 


SHILOH’S VITALIZER Is what you need for Con 
stipation. Loss of Appetite, Dizziness and all sym p 
toms of Dyspepsia. Price 10 and 75 cents per bottle 
For sale by F. J. K. Clarke, Kingston. 


Are offering a large and well 
assorted 
Stock of H ard ware 


- A T - 
B o tt o m P ric e s . 


Electric 
Door Bells very low. 
Also a few Imitation Electric Bells, 
will offer for 00 days, at 75 cents 
complete. 


. REYNOLDS 


Komloiit and IvingstoR. 


JOHN M cCAUSLAND 


Life, Fire, Accident 


- A N D - 
Marine Insurance 


l a m th ere yet. 
X a m e w h a t y o u w ant. 
Security Unexcelled. 
XJnderstand w h a t I Say. 
liâ te s no o n e c a n beat. 


A.ny o n e n o t in te re ste d 
w ill tell you so. 
Y o o n e c a n g i v e you b et­ 
ter com panies. 


C all a n d see m e 
E v e ry b o d y 


Before You Place Your Insurance 


John McCausland, 


Cornell Building, 


liO I s r iY O T J T , JST. Y . 


T elephone Call, 8. 


Winter Overcoats! WinterSjiits ! 


T O O T I L L , 


T 
h e T a i l o r , 


II Wall-SUwt, KINGSTON, X. Ï. - 


Tbe finest selection of 


W INTER GOODS. 


In his line, in the City 
IF Y O U T H I N K 


O F B U Y IN G A 


P ia n o or O rg an 


W rite me for Catalogue, Prices and terms. 
It costs you nothing to try one. 
If not satis 
factory 1 pay freight both ways. 
Address 


S. L O C K W O O D , 


S h o k a n , N . Y 


KINGSTON SAVINGS BANK, 


5 3 W a ll-S tr e e t. 


K i n g s t o n , N. Y., Dee. 26, )88 
The Trustees of this Bank have declared a 


S e m i-A n n u a l Dividend 


AT THE RATE OE 


THREE A l O M HALF (3 1 -2 ) PER CENT. 


Per Annum, on all sums from 31 to 33,000 that 
have been on deposit at least three months prior to 
January 1, 1889. Payable January 5. 1889. 
Deposits 
made on or before January 10,1889, will draw interest 
from January 1, 1889. 
H e n r y C. C o n n b u .y , President. 
| Vice President,." 


C h a r l e s B u r h a n s , Treasurer. 


L 
A 
D 
I E 
S T 
R 
Y 
POWDER 
F R E E M A N ’S 
Г ACE 
Medicated. Free from Poison. Harmless as Dew. 
Produces sort, beautiful complexion. Ask for free 
samples. Freeman’s * Hiawatha,’ the exquisite new 
perfume, 50 ets. per oz. Sold and recommended at 
the following pharmacies: Spore & Elting’s, Clark’s, 
Coopei & Haraeuburgh’s. In Rondout, Deyo’s, Van 
Deusen 
wholesale agents. 


W illia m J. Kent, 


DEALER IN 
MAKHLE AND GRANITE. 
ioinimcflts and Headstones. 
122 
U n io n -a v e n u e , - - R on d ou t 


L a e ta te d Food 


Possesses many Important A d v a n ta g e s 
over al 
other prepared Foods. 


Babies Cry For It. 
Invalids Kelisli It. 


Makes Phnnp, Laughing, Healthy Babies. 
Regu­ 
lates m e stom ach and Bowels. 


Sold by Druggists. 
25c., 50c., 
31.00. 
WELLS, 
RICHARDSON i£ CO., Burlington, S t. 


B a b y P o rtra its. 


A Portfolio of beautiful baby portraits, printed ou 
fine plate pa|>er 
by patent puoto process, sent 
tree to mottJer of any baby born withiu a year. 
Every liiotber wants these pictures; send at once. 
Give Baby’s name and age. 
■Wells, Kiciiardson 
Co., Proprietors. 


BURLINGTON, VT. 


W A N T E D . ETC. 


T X T ANTED - A 
GIRL WHO 
UNDERSTANDS 
VV 
cooking, washing and ironing. 
Must come 
well recommended. Inquire of Mr s . S. M. Sl e ig h t , 
Sleightburg. 
__________ 
f 
YARE CHANCE—A GOOD HOME WILL BE 
V given, with wages, to a respectable German 
girl, who is neat and iutelligeut. Send address to 
Harles Leiueut, Rondout k\ O. 
_______ 


ZJOARD—THBEE OR FOUR RESPECTABLE 
J young men can find a good home with board. 
Terms reasonable. Apply at Mr s. Pie r c e , m e 
ottage, Strand, op posit e Mr. Gill’s coal w h a rl.__ 


\ XTAN rED—RELIABLE LOCAL AND TKA VEL- 
VV ling salesmen. 
Positions permanent. Special 
inducemels now; fast selling specialties. Don t de­ 
lay. salary- from start. Buo w n Bbo s, Nurseymen, 
Rochester, N. Y. 


It’s E a s y to Dye 


—W IT H - 
D IA M O N D DYES. 
Superior in Strength, Fastness, 
Beauty and Simplicity. 


Warranted to color more goods than any other 
lyes ever made and to give more brillant anil dur­ 
able colors. Ask for the DIAMOND and take no 
other 
3(5 C o lo r s ,1 0 C t s .E a c li. 


WELLS, KICIIARDSON & CO.. 


BURLINGTON, VT. 


For Gilding or Bronzing Fancy Articles, USE 


DIAMOND PAINTS. 


Gold, Silver. Bronze. Copper. Only 10 Cents. 
Van Deusen Bros. 


Wholesale and Reiail Druggists. 


K in g s to n 
a n ti 
R o n d o u t. 


Always in Stock a Full Line of 


R 
I 
K 
E 
R 
’ S 


Reliable and Justly Celebrated 
Fam ily Medicines, 


TOILET 
PREPARATIONS 
AND 
PERFUMES 
which we legally guarantee to give perfect satisfac 
Ron to our custom ers or we return their money 


VAN DEUSEN BROS. 


Wholesale and Reiail D rognsls, 


K i n g s t o n 
a n d 
R o n d o u t 


Ulster County, N. Y. 


GREAT CLEARING OCT SALE 


For the Next Tw o Weeks. 


O u r R edu ctions 


-A R E IN - 
PL A IN FIG U R E S 


Fine imported plush Parlor Suits, upholstered firs 
class, with iiair tops, former price $55, reduced to 
3io. 


Handsome polished solid oak Bedroom Suits, 
pieces, former price 332, reduced to 325. 


Carpet Lounges, Black Walnut Frames, former 
price 38, reduced to 30.50. 


Velvet Carpet Pat. 
reduced to $3.50. 
Rockers, former price 31.50. 


Flar.l wood full size Bedsteads, light or dark finisl 
for $2.50. 


We also offer the following goods at correspond 
ingly low prices: 


Hall Stands, Desks, Sideboards 
Mirrors, Parlor Tables, Fancy 
Chairs and Rockers, Pictures 
and Picture Frames, Foot 
Rests, Easels and Screens. 


S T O C K & R I C E 


03 to 70 Dmon-AFenue, Rondout. N. Y. 


Telephone call 5. 


D 
I A 
R 
I E 
S 


W 
EST 8 HO RE RAILROAD 
N.Y. C. At ri- K. R к Lessee. 


On and after Monday, Nov. 11, 
w 


Â 
K9 Î S t H “ “ 
T 
. 


t X 
S 
' f m ! d a y s ‘4’fvÒ,V:ìtì A. M.; 4:05 


\ \ J ANT ED.—LAD Y, ACTIVE 
\ V 
«rei 
, 
_________ AND 
i n t e l l i - 
ent, to represent, in her own locality, an old 
firm. References given anil required. Permanent 
position and good salary. Address 
Supr. 51 a n u f a c t o r in g Ho us e , Look Box 1585,N. Y. 


T 


TO LET. 


-ROOMS WITH BOARD. 
INQUIRE OF 
Ю LET. 
_______ _____________ 
Mary Youngman, N o. 56 A b e e l-s tre e i, to o t of 
W u rU -s tre e t. 


AND 


BOOKS OF ALL KINDS. 


Stationery, Ink Stands, 
Picture Frames, 


A R C Blocks, Building Blocks, 
Etc., Etc. 


Toilet and Manicure Sets, 


Plush Boxes 
for 
Collars 
and 
Cuffs, Work Boxes, Jewelry Boxes, 
Writing 
Desks, 
Drawing 
Sets, 
Plaques, Artists’ Materials, 


IIS 
u u i, 


Calendars, Blank Books, 


School Books, Wall Paper, etc., 


- A T - 


W A D S W O R T H ’S, 


21 Union-ave., Rondout, X. Y. 


Private Lessons 


- I N - 


German, Freoch, Jostrumeotal and Vocal Music 
Prof. A. Schaublin, 
Pm L Stiehl. 


P. O. Box 143, Rondout 


I 


FO K SALE. 


30R SALE-TH ETW O STORY AND BASEMENT 
will sell 
Hy sik s, 10 Uuion- 
reasonable to cash buy 
avenue. 
So l . 


IPOK SALE. RENT OR EXCHANGE-DWELL 
JJ ings. Stores, Building Lois and Farms, Blue and 
Lime Stoue Quarries anil other property. Rare 
chances. 
W. >1. Ha y e s . No . 8 Wall street. 


LET.—THE 
HOUSE OF 
I. Rosecranse, 011 John-street, near 
Wall street. 
Will be soid at, a bargain. Apply on 
the premises to tin; owner 


'OR SALE OR TO LET.—THE STORE NO. 14 
in- 
ln- 


I jX>R SALE OR TO 
J j Henrj 


b 
North Front-street, occupied by Peter Van- 
a Merchaut Tailor. 
B u re n fo r m a n y y e a r s a s 
q u ire a t 39 U r e e n - s tr e e t, h e a d o f J o h u - s tr e e t. 


CITY DIR EC TO R Y. 


J O I J L J N T . B 
O 
N 
D 
, J U 
T 


W a t c h m a k e r a n d J e w e le r 


At Winter s N ew sStand............................. The Strand 
M A U T E R S T O C K , 


C A R P E N T E R A N D B U I L D E R 


Dealer in Mouldings, Stair Rails, Newels, ba esters, 
etc., 89 and 91 Uniun-avenuo, Rondout, N Y. 


s F a p l 
e s F 


WHOLESALE DEALER IN 
Flour, Feed. Groceries & Pro dsions 


Hasbrouck-avemte, The Strand and Ferry-St. 


A. 


P |L )W A ltL I O 'R E I L L Y 


DEALER IN 
GROCERIES AND LIUU0RS. 


Agent for the Celebrated Hudson Cream 
A’e 


0 B . C R A G IN D . D . S., 
DENTIST. 


Office 31 Union-Avenue, over Van Buren’s Store 
Rondout, N. Y. Special attention given to treatin 
and filling teeth. 
Artificial teeth inserted 
crowns adjusted on natural roots. 
Office Hours. 8 a . m . to li p. it. 


Г15НЕ PEOPLE OF TIIE STATE OF NEW-YORK 
I By the grace of God free and independent. To 
William P. Kirk, Jr., and Mary C. Moeier residing at 
tlie town of Rosendalc, Ulster County, N. Y., and 
William P. Kirs:, residing at Toms River, in the 
State of New Jersey send greeting: 
YOU AND EACH OF’ i’OU are hereby cited and 
required 
personally 
to 
he 
and 
appear 
at a Surrogate's Court, to 
be held in and for 
the County of Ulster at the Surrogate’s Office in tii 
City of Kingston, iu said County, on the 25th day of 
March next, at ten o’clock in the forenoon of that 
day, then and there to show cause why the account 
of Jacob A. Van Wagoueu as temporary guardian 
of William P. Kirk, Jr., should not be judicial], 
settled and a decree be made revoking the letters of 
guardianship heretofore issued 
to him as 
the 
guardian of the said William 1*. Kirk, Jr., and the 
said Jacob A. Van Wagonen and his sureties 
discharged and another temporary guardian of the 
property 
of 
the 
said 
William 
P. 
Kirk 
Jr., 
lie 
appointed. 
And 
if 
any 
of 
th 
jiersons interested be under the ace of twenty-one 
years, they are required to apjiear by their guardian 
if they have one, or if they have none they are re 
quired to appear and apply for the appointment of 
one, or in the event of their neglect or failure to 
so, a guardian will lie appointed by the Surrogate 
to represent and act for them in the proceeding. 
In T e s t i m o n y W h e r e o f , we have caused the 
seal of said Surrogate’s Court to be here 
unto affixed. Witness, Hon. 
Olive 
Carpenter, Surrogate of our said County 
at the City of Kingston, the 
7th day 
January.in the year of our Lord one thou 
sand eight hundred and eighty-nine. 
O l i v e r P. C a r p e n t e r , Surrogate. 


To William P. Kirk: 
The above citation is served upon you by public 
tion pursuant to an order of the Surrogate of Ulst 
County, m ade January 7, 1889, and filed in Ulste 
Surrogate's Office, on that day. Dated January 
188J. 
J a c o b A. V a n W a g o n e n , 
Guar bau as aforesaid. Creek I,ocks, N. Y 
A. T. C l e a r w a t e r , Attorney for Guardian, office 
and Post Office address 51 Wall street, Kingston 
N. Y. 


[l . s .] 


‘PERFECT FURNACES 
(Trade Mark) 


10 Years in Advance 


Are Made oyj 


RICHARDSON £• BOYNTON CO 


1232 an d 2 3 4 W ater-S t.,’.N ew -Y ork . 


Powerful, Duratile 


No Gas, No Dust. 


Wonderfully Successful Heaters 


ES ABLISHED 1S37. 


Sold 
F. GALLAGHER 


K 
I N 
G 
S T 
O 
N 
, N 
. Y 
. 
F o r th e H o lid ay s 


10 Per Cent, reduction on 
P ic tu re Moldings 


—FOR TH E- 
Balance of December 


Will have a large assortment of new and original 
designs about December 17 in 


G o ld , B r o n z e , O a k , C h e r r y , C h e s t ­ 
n u t , 
T v o r v , 
e tc . 
P l u s h , G o ld 
a n d S i l v e r L i n i n g s , C o r n i c e 
a n d R o o m M o u l d i n g s . 


W eat h e r S trip s 


ALBERT MAUTERSTOCK 


Manufacturer, Contractor and 
Builder. 


F a c t o r y a n d W o r k S h o p 9 a n d 1 1 
S p r i n g - S t r e e t . O ff ic e a n d S a l e s 
R o o m 8 9 , 9 1 a n d 9 3 U n i o n - 
A v e n u e , R o n d o u t , N . Y . 


7:10, 11:5 
4:5 


10 
10 and 7: to P.M . 
_ .... 
For Newburgh and Cornwall 4:50, C.z5, i .n 
M • 4:05, 0:10 and 7:45 P. M. Sunday. 
V . A. M.; 4:05, 6:10, and 7:45 P. M. 
For Haverstraw 6:25 7:10 A. M.; 4.05 “1H 
. M. Sundays 7:10 A M.; 4:06 and o:lu 1. M 
For Highland 6:25, 7:10, 11:» A M., 4 06, 6.U 
and 7:45 
P. »1. 
Sundays 
7:10 A. M., 4 05, 6.1» 


aDp T Mari through 6:25,7:10. 11:55 A. M ; 4:06 a»c 
6-10 P. M. Sundays 7:10 A. >1.; 4:05 and 0.10 P. M 
For Milton 0 25 and *7:10 A. M.; 
b l0 P 
M. Suudays *7:10 A.M .: *4:05 and 6:10 P. M. 
GOING NORTH. 
For Saugerties 7:00. 10:45 A.^M;; 
_:k) and 11:55 P. M. Sundays 10:45 A. M., 1.0U, 8.4 
and 11:66 P. M. 
„ 
For Oatakill 7:00, 
10:45 
A . 
M; 
1.00, 
:lu,r-0aud 11:55 P M. Sundays 10:45 A. M.,1.00,3.4U 
.n- 11:55 P. M. 
« . . . 
„ 
. .iir 
o>oi 
For 
Albany 
7:00, 
10:45 A. 
M., LOT, 2.35, 
7:10, 8:40 and 11:55 P. M. Sundays 10:lo A. fc.. 
1:00,8:40 and 11:55 P. M. 
„ 
For Coxsackie 7:00,10:45 A. M. ; 1:00. 
¿ ..i, i .U 
n. *11:55 P. M. Sundays 10:45 A. M.; *11:55 and t.Ol 


P Fbr West-Athens (Athens), Mt. Marion, 
West 


TIIE ANNUAL MEETING 


Of the Stockholders of the 


Stony Clove & Catskili Mountain Railroad Company 


Will be held at the office of the Company, in Ron­ 
dout, N. Y,, on 
Monday, January 14,1889 


At 11 o’clock a . m., for the Election of Directors 
for the ensuing year and for the transaction of such 
other business as may properly come before the 
meeting. 
S a m u e l Coles, Secretary. 


Rondout, N. Y., Dec. 28, 1888. 


Camp and New-Bultimore, 7:00, 10:45 A. M.; *1:0» 
1:10 J' H. Sundays, 10:45 A. M.; *1:00P. M. 
For Utica. 7:00 A. M.; 1:00, 2:35, 8:40 and 11:43 I . 
M. Sundays, 1:00, 8:40 and 11:55 P. M. 
ForSyracuse. 7:00 A. M.: 1:00. 8:40 and ll:i>5 P. M 
Sundays, 1:00. 8:40 and 11.55 P. M. 
For Buffalo and Rochester, 7:00 A. M., 1.00,8.40 
and 11:55 P. M. 
Sundays, 1:00, 8:40 and 11:55 P. M. 
For Chicago and Niagara Falls, 1:00.8:40 and ll:o5 
P. M. Sundays, 1:00, 8:40 aud 11:65 P. M. 
For St. Louis 8:40 and 11:55 P.M. Sunuays 8:4 
and 11 5,‘ P. M. 
Sleeping cars for Buffalo Chicago, Detroit and a 
Louis 
In Alhanv connections are made at Maiden Lane 
station for aU points north. 
In Buffalo and Suspension Bridge connections arc 
made for all points in the West, Northwest ai d 
Southwest. 
, 
Passengers wiU save money by purchasing ta ke 
before entering the cars. Round trip tickets have 
been placed on sale at discount rates. 
Trains on W est Shore will now arrive and depar 
from the commodious and centralb located depot a 
N. V. C. & H. R. R. It., iu the Cities of Reches.er 
and Buffulo. 
The 2:36 p. it. train will arrive and depart trcm ti e 
N. Y. C. It. R. depot at Utica. 


•Stop on signal. 
SUMMARY. 
Trains at 7:00,10:45 A. M. and 7:10 P. M. will su p 
at La eK Urine. Sunday# 10:43 only. 
For lom i'ete time table and information call 
E. P. 8nyd r, Ticket Agent, Kingston 
Station, 
orade.esa 
C. E. LAMBERT, 
Gen’l Passenger Agent, 
5 Vanderbilt-avenue. N. Y. 
W 
ALLKiLL VAI.LE Y R. K. TIME TABLE. 
T o take effect 12:01 A. M., Sunday, 
Nov. 
11. 1388. 
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W H A T N E X T ? 


Who would buy a Car Heater to 
heat a house? 
You all would if 
you 
knew how economical }mu 
could heat your house with 
the 


P. J. Gurnee Car Heater. 


H ot w ater sy stem , a delight­ 


ful tem perature. 


Any one interested can see one 
heating a thfee story house tn 
Sleightsburgh, A. & J. IJasbrouck’s 
Hardware Store, Rondout, and J. 
Millard’s private residence, Wilt- 
wyck. The most substantial heater 
ever manufactured. 


Inquire of 


P.J. GURNEE, 


Rondout, N. Y. 


Have Yo u Heard tlieN e ws? 


G eo. O. P r e s to n 


Will insure you in 


A No. 1 Companies, 


-A T — 


Rates to be Agreed Upon. 


I am no longer connected with the combination 
and hereby invite the people to come and see what 
I can do fur them. 
Don’t mind what the 


“Board” Agents Say. 


Come and investigate for yourself. 


G e o . C . P r e s t o n , 


80 Fair-Street, 


K I N G S T O N , N . Y . 


• • J. 
^ IL A y w’» yt У У У V« У C5 
: 
: : S U.S£ 2 
* 
■* 
• 4- 
05 
OC 
30 3DODGC3* 
СЛ ►—* C, 
05 4a ÿit 
Q î»1- 
05 
ел o 
j r. <: • i о: X I» 4? *1 
:л 


- ’JS СЛ Of w* Сл О* СЛ СЛ 
iïS t ô j z S lf e i? 
ООО* 
S ä t * - 


S 
TONY 
CLOVE 
RAILROAD. 
tí 
CATSKILL 
MOUNTAIN 


Takes effect Saturday, Nov. 24th. 1888. 
GOING 
GOINU 
NORTH. 
SOUTH. 


P. M. 


4 10 


t4 18 


*4 21 


tl 30 


tl 40 


t l 48 


4 55 


5 05 


STATIONS. 


\ . M 


9 05 


I 
t9 13 


*9 18' 


t9 25 


to a-» 


t9 48 


9 53! 


10 10 


Ат. 
Lv....... Phceuicii» 


Chichesters........... 


Flynn’s Siding........ 


’............ Lanesville.. 


Edge wood. ........ 


Stony Clove........... 


. .Kaaterskill Junction.. 


Ar 
Hunter 
Lv. 


A. M. 


8 55 


18 45 


»8 39 


t8 34 


t8 25 


18 18 


8 10 


8 00 


•Trains do not stop. 
tTrains stop only when flagged. 
All Trains Daily except Sunday. 
GEO. COY KEN DALI., Gen. Supt. 


J^INGSTO N CITY RAILROAD. 


Leave Kingston................................................ 6: 00 A. M 
and every 20 minutes until 10 o’clock A. M.; 
every 10 minutes until 8 P. M.; then every half houi 
up to 10 o'clock P. 11. 
Leave Rondout..................................................6:30 A. M 
and every 20 minutes until 10 A. M.; then every It 
minutes until 8 P. M.; then every half hour until 1( 
o’clock P. M„ both ends of the route. 
On Saturday night the cars will run every 10 min 
utes both ends of the route, up to 9 P. M. 
On Sundays cars will run every 20 minutes, leaving 
Kingston at 9 A. M. and Rondout at 9:10 A. M. Last 
car from Kingston at 10 P. M. and from Rondout at 
9:50 P. M. 
Cars will be in waiting upon arrival of Steamers 
City of Kingston and James W. Baldwin. 
TICKETS 
can be obtained at Forsyth & Wilson’s up-town, and 
the office f the company down town, and of the Su­ 
perintendent at the following rates: 
12 Through Tickets................................................ 
81 00 
11 Way 
“ 
. . . . . 
50 
10 School 
“ 
” 
5p 
School Tickets are sold only at the general office. 
R ATES OF FARE—Through fares 10 cents; to W. 
V. Junction, going up, 5 cents; to City Hall, going 
down, 5 cents. 
No person will he allowed to ride beyond the Half- 
fare Limits without paying full fare. The Driver» 
are instructed to enforce this rule. 
WM. H. DbGARMO. Gen’l Sup’t. 
FOE WOMEN. 


Are you wasting slowly but surely awav from the 
effects of female weakness#* ? Arc you wan, pale 
and nervous ? Do you not sometimes feel that life 
Ls losing its attractions, and that you are gradually 
sinking into a decliue which, if not taken iu hand 
promptly, will end in an early death f Yes, you 
have felt all these thingR, and doubtless know that 
tens of thousands of once rosy cheeked, plump 
healthy girls and women go into their graves every 
year solely because these weaknesses were allowed 
to sap up the well springs of life till nature could no 
longer stand the strain. There is not» a sensible 
maid, wife or mother who will not appreciate as 
more valuable than gold and precious stones Dr 
Fontaine's new remedy PALM ETTO , which is 
safe, sure, and speedy iu curing the worst case of 
female weakness. 


Fattening Formula, Auhurnine, Depilatory, Acnine 
Freckle Lotion, eto, Development of a beautiful 
form a specialty. Sealed circulars, 4 cents 
M ADAM E FO N T A IN E . l» E a s t 14th-St. V . Y. 


P R O P O S A L S . 


Proposals will lie received at the office of the 
County Treasurer until January 17, 1889, for Engrav­ 
ing and Printing Fifty Bonds with Coupons of the 
New Issue of 1889, Ulster County Bouds of tbe de­ 
nomination of $1,000 each, the same to be in the 
general form as was used iu the Bonds issued and 
sold in 1888, in pursuance of Chap. 75, Laws of 1878 
e tc - 
J o h n D e r r e n b a c h k r , 
’ 
... . 
County Treasurer, 
Ulster County Treasurer’s office, Rondout, N Y 
Jan. 5 ,1S89. 
’ 
** 


STAMFORD SEMINARY 


A Free Tuition Scholarship will be given to the 
young lady in Stamford Seminary who passes the 
best college entrance examination in June! 1889 
This prize is worth $400, and gives an opportunity' 
seldom or never offered before, of obtaining so 
valuable aid toward a finished education in this 
Uestof ladies collegtes. The contestants must tie 
address* 
fc>bainf°rd Seminaiy. For particulars 


F r a n c is M. S m it h , Ph, B. 
Principal’ 


QUPREME 
О Jennie L. 


tTrains do not stop cor passengers. ’Trains stop 
only on signal. 
Trains Nos. 14 and 15 run Kundaysonly. Ail other 
trains run daily except Sundays. 
J. P. B r a d f i e l d ,Superintendent 
O. W . TiiUiii.EY. General Superintendent. 
J. D. L a y n u , General Manager. 


P. M. 


4 00 


t3 


*8 


3 44 


3 35 


13 26 


3 20 
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COURT-ULSTER 
COUNTY — 
Ames as executrix and Emery Freer 
as executor of the last will and testam ent of Oscar 
Ames, deceased, against Charles W. VanAken and 
Catharine Ann VanAken. 
By virtue of a judgment of foreclosure and sale 
made and entered in the above entitled action ou 
the 5th day of January 
1RS9, the subscriber, a. 
Referee for the purpose duly appointed,will sell a t 
the Mansion House,in the City of Kingston, N. Y., 
ou the 23d day of February, 1889, at It) a . m., the 
mortgaged premises directed by said jirtiginent to 
be sold and described as follows: All that tract or 
parcel of lapd situate iu the town of Esopus, County 
of Ulster, and State of New-York, being the west 
part of the Kiting wood lot and bounded as follows: 
Beginning at a heap of stones on the east line of 
Georg** C. Relyea and running soutn sixty-eight de­ 
grees. east thirteen chains aud eighty-six links, 
thence south twenty-four degrees west eight chains, 
and ninety four links to a stake, thence south sixty- 
eight degrees east eight-ehaius and ninety-four links 
to stone heap, thence south twenty-four degrees 
west thirteen chains and thirty-eight links to a heiu* 
of stones on the line of lands formerly of George T. 
Pierce, thence north sixty-six degrees west tweutv- 
two chains and eighty links to a heap of stones, 
thence north twenty-four degrees east twenty-one 
chains and fifty-three links to ttie place of begin­ 
ning, containing forty two acres of land. 
Dated January 5. 1889. 
E d g a r E. O u g h e l t r e k , Referee. 
E. S. W o o d , Plaintiff’s A ttorney.. 


C TITY TAXES—TREASURER’S 
NOTICE-NO- 
\ J TICE is hereby given that the tax-roll of the 
City of Kingston has been left witn me for collection 
of tbe taxes therein mentioned: that for THIRTY 
DAYS every person, corporation or association may 
pay his, her or their tax to m e, at my OFFICE in 
HAHLKR, REYNOLDS & WEBSTER’S 
STORE, 
Strand entrance, corner Union-aveuue and The 
Strand, in said City, WITHOUT ANY ADDITIONAL 
CHARGES; that for*) DAYS SUCCEEDING TWO 
PERCENT. FEE« WILJj BE COLLECTED; that if 
any tax shall remain uncollected at the expiration 
of the time last mentioned, I shall give to the person 
or persons against whom such tax remains charged 
a written or printed notice, yequiring said person or 


DOLLAR EXTRA FOR SUCH NOTICE: and that if 
any tax shall then remain unpaid, I shall then pro­ 
ceed without delay to have tbe same collected by 
distress and sale of goods and chattels, as required 
by the city charter. 
GROVE WEBSTER, City Treasurer. 
Treasurer s Office, City of Kingston, Dec. 15, 1888. 
For the further accomodation of the public, I will 
sit for the collection of the above taxes at the Kings­ 
ton Savings Bank on the following Fridays, from 4 
to 7 p. m., Dec. 19,21 and 28,1888, and on Jan. 4 aud 11 
1889.________ GROVE WEilSTER, City Treasurer. 


T N PURSUANCE OF AN ORDER MADE BY THE 
T Hon. William S. Kenyon, County Judge of the 
County of Ulster, at a term of tbe Ulster County 
Court, held at the Chambers of the Comity Judge 
in tbe City of Kingston, N. Y., on the 27th day o i 
Octolier, 1888, notice is.herehy given to all the credi­ 
tors and persons having claim s against Frederick 
S. Van Wagonen, lately doing business at Stona 
Ridge, m the town of Marbletown, Ulster County 
N. Y., that they are required to 
present 
their 
claims with the vouchers therefor, duly verified to 
the subscriber, the duly appointed assignee o f ’the 
said Frederick S. VanWagonen for the benefit of his 
creditors, at Stone Ridge, Ulster County, N. Y 
ou 
or before the 25th*day of January, 1889. 
p 
V a n W a o o n e n , Assignee, etc.. Stone 
Ridge, Ulster County, N. Y. 
A. 
T. 
C l e a r w a t e r , 
Attorney 
for Assignee 
Office and Post Office address 54 Wall-street, King«. 
ton. N. Y. 


A T OTICE TO CREDITORS.—IN PURSUANCE OF 
* an order of Hon. Oliver P. Carpenter, Surro- 
gate of Lister County, notice is hereby given, ac­ 
cording to law to all persons having claims agains* 
Celia L. Coen, late of the City of Kingston, County 
of Ulster, deceased, to present the same, with 
the vouchers in support thereof, to the undersigned 
Minnie C. Coen the Executrix of the estate of said de- 
ceased, at the Rondout Savings Bank, at Rondout. 
City of Kingston, on or before tbe 25tb day of June, 
1889.—-Dated December 20, 1888. 
T, ,lr 
„ 
MtNNiB C. Co e n , Executrix. 
DBWtTT Ro o r a, 
Attorney 
for 
Executrix, 15? 
Strand, Rondout, N. Y. 
N 
o t i c e t o c r e d i t o r s . —in p u r s u a n c e o f 
an order made by the Hon. Wm. S. Kebvon 
uounty Judge, of U lster County, on tho ¿3d dav at 
lit!1Yby F,Ven *° *U the cred|- 
pnatiiG^e^ °n Stephens, lately doing business a t 
Castletou, Rensselaer Countv N. Y and re^tdimr 
in the City of Kingston, Ulster County, N. Y, th a t 
t0, H™8“ 1 their claims, with the 
th# 5 * ! 
u 1 y verified, to the subscriber, 
ftreniln« £l„PO,, 
<? “ SiP*® of the said Nelson 
» u 
i 
? benefit of his creditors, at his 
Flo?j 
business in said Ca; tleton, on or before the 
14th day of January, 1889. 
Dated October )H, 1888. 
____________________ J o h n W. Mc K n ig h t , A ssignee 


T 
i K 
d 
,CE 0 i AN ORDER MADE BY HON. 
i f , “ ]1®“ “ • p?,rk.er 
the J ustices of the Supreme 
Court of the State of New-York, on the 29th day of 
December 18M8, and entered in the office of the 
Clerk of Ulster County on said date,notice is hereby 
given to all creditors and persons having claim s 


f n \'h f n tv e^ 
lVMcC^ UsUl?! 
lately dolne business 
that 
P8 
0 ° untX of Ulster, N .Y ,. 
with t 
y 
i re<4uired 
to present their claim s 
therefor duly verified to the sub- 
the^Jn*flt 
Jefferson McCausland for 
PanthM v i 
creditors, at tbe office of P. & C. F. 
uantine, No. 5 Union avenue. City of Kingston N 
of April* 1889 
0fflceI< Oh or before the 2nd day 
Dated Rondout, JJ, Y„ Dec. 81. 1888. 
o w n 
« 
John McEntkb, Assignee 
P. & C, F, Cantinb, Attorney for Assignee. 


Do You Want to Buy a Lamp ? 


c5rd se«1 us will bring yo* an tlhwtrateif 
Ä 
Ä 
Ä 
Ä 
Ä 


Elegant French China 


i s 
c 
. 
So!:“¡ 
4Ц Fair-St, Kingston, near & *t Office. 
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■OimJ at Stooud-ala.1 
m ater, at 
fto*¿OUT, N. r 
tht Pott 
Offitt, at 


Kingston jpaHg jfrttman. 
KINGSTON. N. Y.. JANUARY 10, 1839. 


W eather Indications. 
W ashington, Jan. 10.—Indications fot 
Friday: Fair, much colder, westerly winds. 


THE CYCLONE COMES EAST. 
The cyclone, which we are in the habit of 
repardiu? as a Western or Southern phenom­ 
enon, came uncomfortably close to us all last 
night. Kingston was on the ver}’ edge of the 
storm, but even here there was a very high 
wind, and considerable damage to property 
resulted. But at severnl points in Pennsyl­ 
vania the effects were appalling. At Read­ 
ing a silk mill in which 260 persons were 
• mployed was blown down a short lime be­ 
fore 6 p. M., and the inmates were all carried 
down with it, and nearly every one 
was buried 
in the ruins. The en­ 
tire fire department aud 10,000 men set 
to work to rescue the dying and uncover the 
dead. At 8 30 75 persons had been removed, 
ten of whom were dead. There are others 
beneath the ruins, and the killed are likely 
to be counted by scores and possibly hun­ 
dreds when the wreck is removed. 
In 
another part of the city the paint shop of the 
Reading Railroad Company was unroofed 
and burned, and four of the employes were 
killed. Seven residences in the city were 
either unroofed or blow n down. The same 
cyclone on its approach struck Harrisburg, 
unrooting the Reading Company's depot. The 
track of the storm from Harrisburg was due 
east along the Lebanon Valley to Reading, 
and a big wake of destruction was left be­ 
hind. 
There was another cyclone quite as destruc­ 
tive at Pittsburg in the afternoon. It came 
up without warning, accompanied with wind 
and rain. The tirst building to fall was a 
new seven-story store in process of erection 
by C. L. tyilley. The walls were blown 
apart and fell* upon several occupied build­ 
ings adjoining, crushing them in. At least a 
score of human beings were buried by this 
fall. Eight are known to have been killed 
outright and thirty-five badly injured. In 
other parts of the city several buildings were 
blown down, but no loss of life from them is 
reported. 
• 
Buildings were also blown down in Alle­ 
ghany City, McKeesport, Wall’s Station, 
Wilmerdirig, Williamsport and York. At 
Sunbury two of the stacks of the Sunbury 
Nail Mills were blown down, killing two men 
and seriously injuring nine. At Carlisle sev­ 
eral of the new buildings of the government 
Indian school were unroofed. 
The storm struck Brooklyn at 7:40 r. m. 
Simultaneously, and probably from the effect 
of the cyclone, two of the tanks of the 
Citizen’s 
Gas 
Company 
exploded, 
causing a shock that was felt throughout the 
city. Fortunately the employes were away, 
aud only one, a watchman, was injured. lie 
received a scalp wound from a falling missile. 
The storm destroyed a portion of the Brooklyn 
Navy Yard marine barracks. About 175 
men were in or around the works when the 
crash came. Many of them were cut or 
bruised, but none dungerously. In other 
parts of Brooklyn a score or inore of build­ 
ings were wrecked, and inmates were injured 
in almost every instance. 


SMALL BUSINESS. 
President Cleveland perseveres in the work 
of “ reform,” though fully conscious that if 
he can only wait till the 4th of March in pa 
tiencc there will come then the most genuine 
and sweeping reform ever seen iu the United 
Stales. The latest visible subject of his re 
form zeal is Lewis McMullen. Appraiser at 
New York. McMullen had served iu his de 
partment 39 years when he was promoted to 
his present place, and bis advancement was 
pointed to by Mugwumps as evidence that 
the administration was thoroughly devoted 
to the reform principle. 
McMullen has 
turned out a good many Republicans—218 is 
said to be the exact number—but there still 
remain 125. some of whom had long been as 
sociated with him, and whose services he re­ 
garded as indispensable. But he did all that 
it was possible for him to do in the recent 
campaign for the election of Cleveland, and 
it is probable that he believed this service 
would be allowed to cover a good many sins 
of omission, as he refused to I relieve the ru 
mors that he was to Ire removed until the 
order came like a clap of thunder out of a 
clear sky. 
On the 31st of December last Secretary 
Fairchild addressed to the Appraiser a letter 
that fills exactly Jour lines of newspaper 
space, demanding his resignation because he 
(the Secretary) considered it ‘ ‘ for the public 
interest.” The Appraiser replied, refusing 
to resign until he was shown the reasons for 
the demand. The Secretary replied on the 
8th iust. at greater length, intimating in 
rather ambiguous language that the Republi 
cans under him had not been turned out fast 
enough, and informing him that he had re 
quested the President to order his removal. 
The order of removal, signed by the Presi­ 
dent, was received yesterday, but McMullen 
is in doubt whether it cau lie enforced so 
long as his successor is not confirmed by the 
Senate, and talks aliout making a fight. If 
by fighting he can cause a delay of just 52 
days, neither Fairchild nor Cleveland will be 
in a position to trouble him. 
Other removals that are taking place in va­ 
rious parts of the country indicate that the 
few remaining weeks of the present adminis­ 
tration are to be spent in wreaking vengeance 
upon Democrats whose service does not show 
satisfactory results upon the vote, and upon 
those Republicans yet in office who refused 
to sacrifice their principles after having given 
full service to the government for every dol­ 
lar paid them. If McMullen goes, the 125 
Republicans under him will have to follow. 
That is the “ reform ” about whicli Mr. Fair­ 
child talks in his letter, and which he says it 
will be impossible for him to carry out as 
long as McMullen stays. The Republicans 
will be deprived of their present employment 
for eight or nine weeks. But it is small bus­ 
iness, and'exhibits a petty and spiteful tem­ 
per. 


THE ASSEMBLY COMMITTEES. 
Speaker Cole has made out his list of com­ 
mittees in a manner satisfactory to the entire 
Republican press. The Democrats exhibit 
some unhappiness because the larger number 
of the committees have only three .members 
of tbeir party upon them, but this is because 
that party elected so small a proportion of 
the members. With only about one third of 
Ike House they are entitled to only three 
members in a committee of nine. They are 
given four members on the important com­ 
mittee <Jn cities, and four of the ablest Demo­ 
crats in the House are on the Judiciary. The 


Democrats have also more than their correct 
proportion on Insurance and Excise and sev­ 
eral smaller committees. 
Gen. Husted stands in his right place, at 
the head of the Ways and Means, aud next 
to him is Gen. Batcbeller, one of the strong­ 
est and ablest men in the House. The Demo­ 
cratic list is headed by Sheehau, the acknowl­ 
edged leader of that party aud Gov. Hill’s 
“ best man.” The Chairmanships of other 
leading committees are given to men of the 
highest character and legislative ability. 
Among these can be justly ranked Ainsworth 
of Appropriations, tjaxton of General Laws, 
Gallup of Canals, Crosby of Cities, Hunt- 
ting of Commerce and Navigation, Kimball 
of Railroads, Curtis of Excise, aud Coons of 
Education. Among Democrats Judge Greene 
of Orange is made even more conspicuous 
than Sheehan by the number of important 
committees on which he is placed. The 
Sjieakcr has recognized him, as he deserves 
to be, as the very ablest and most respectable 
Democrat iu the House. 
Ulster does not shine very brightly in the 
committees, owing to the unfortunate habit 
of choosing new men every fall. No Ulster 
man is named until the Committee on Inter­ 
nal Affairs is reached, when the name of Mr. 
Bush apiiears. Bush is also on the commit­ 
tees on Roads and Bridges. Mr. Rice is on 
Affairs of Villages, Civil Divisons and Agri­ 
culture. Mr.. Davidson is on Roads and 
Bridges, Trade and Manufacture, Engrossed 
Bills and sub Committee of the Whole. 


PUBLIC OPINION. 
A fruit grower in Pomona, Cal., owns up 
to having written the Murchison-Suckville 
letter. But he could hardly have imagined 
what figs would grow on his thistle.—Al­ 
bany Time*, Deni. 
It is entirely safe to say that not one person 
in 500 outside of the various insane, asylums 
of the country favors any such scheme as the 
creation of life Senaiorsliips for ex-Presidents. 
—St Ijouis Globe-Democral. 
This much, at least, may be said of Mr. 
Wauamaker. Among the prominent men 
of this country he is one of the largest con­ 
tributors to the press, and what is sttll more 
to the point, his articles are always pub­ 
lished. —Rochester 1‘oat-Exprt as. 
Secretary Bayard is credited with the inten­ 
tion of going to Europe to live. He would 
tiud it pleasant iu any foreign country. Smec­ 
he has been in office tie has Consulted the in­ 
terest of every country iu the world, except 
his own.—Atlanta Constitution, Dan. 
Lieut-Gov. Jones is (according to the A1-. 
bany cor respondent of the Times , a candidate 
for the Presidential nomination iu 1892. But 
we suspect that the correspondent is merely 
“gazing.” Mr. Jones is a man of sense and 
1892 is a long way ahead.—Elmira Gazette, 
owned by D. tí Hill. 
The spectacle of Saul among the prophets 
was less remarkable than that of David among 
the reformers. When the Governor of New- 
Vork, who, as it is well known, owes his 
election to the big pot of money raised lor 
him by the ginsimgeis of New-York,bemoans 
corruption at the polls, the time lias come to 
bring out the smoked glass and see what has 
come over the face of the sun.—Chicago Inter 
Ocean. 
If Mayor Kirk was not very thick-hided 
that letter of the clergy of the city woul 
make a deep and enduring impression upon 
him. The Mayor’s answer will lie awaiti 
w ith much interest. When Mr. Kirk read 
the letter to him, he remarked that he had 
supposed he was doing a good thing when he 
secured the closing of the saloons on _ 
part of Sunday; and the saying is imputed to 
nim. that lie didn’t know what tlie ministers 
had to do with him, as he never interfered 
with them.—Syracuse Journal. 


SPECIAL BUSINESS NOTICES. 
Patti, it is said, guards herself carefully against 
cold. She evidently does not believe in free con 
certs, blit does believe iu the free use of Dr. Hull 
Cough Syrup, as it has cured her several times. 
FOR ACTORS, SINGERS AND PUBLIC 
speakers Dr. Hoxsie's Disks, now universally used 
by the most eminent men and wc m-n in professional 
life, for inflamed Throat, Hoarseness and Cough 
25 cents. 
DEFINITION OF A GENTLEMAN. 
"Cardinal Newman says a gentleman is one who 
never inflicts pain.” remarks the Omaha World; 
•* I his is rough on the dentists.” True, but it is 
characteristic of Dr. Tutt’s Liver Pills. They o|* 
rute without griping or pain. ‘-They are are tb. 
best pill in the world,” as D. E. Brode, of Tamaqua 
Pa., truly says. Scientifically compounded by 
physician of JO years' practice' 
" ONE FOOT IN THE GRAVE.” 
How often do we hear the above said of some 
po r pilgrim o'er life's thorny jiath, whose tottering 
step, i-allid face, uimatural giitter of the eve and 
hacking cough, and its accompanying involuntary 
pressure oí the hand over the lungs, the seat of the 
dread disease—consumption—that causes ttie re­ 
mark ? Tot) frequently, alas! and in the interests of 
such unfortunates this is penned, to assure them 
that their steps need tend no longer toward that 


wrested from Nature a remedy which never fails ti 
cure tliis scourge of our race (which is really not li 
ing more nor less than Scrofula of the Lungs), 
taken iu time. Druggists sell it. 
IT IS NOT BEST 
to always believe everything that a person tells you 
hut when you hear thut the liest blood purifier is 
Sulphur Bitters, you can believe it, for they cured 
me of a severe ease of blood poisoning. 
Rev. A. Fairchild, New-York City. 
A NASAL INJECTOR free with each bottle of Shi 
loh’s Cutarrh Remedy. Price 50 «cuts. Sold by 
Frederick J. R. Clark. 
Whooping cough, croup, sore throat, sudden colds 
and the lung troubles peculiar to children, are easi 
ly controlled by promptly administering Ayer's 
Cherry Pectoral. This remedy is safe to take, cer­ 
tain in its action, and adapted to all constitutions. 
WILL YOU SUFFER with Dyspepsia and Liver 
Complaint ? Shiloh's Vitalizer is guaranteed to cure 
you. For sale by F. J. K. Clarke. Kingston. 
Keep your blood pure and you will not have rheu­ 
matism. Hood's Sarsaparilla purities the blood and 
tones the whole system. 
MAKE HAY WHILE THE SUN SHINES. 
The druggists have Just received a fresh invoice 
of Hop Oiutment, that infallible cure of chapped 
hands and lips, sore nose and cold crocks. Every 
one is buying it, so get your supply ere it is ex­ 
hausted. 25 cents. Cure warranted. Never fails. 
PILES! PILES! ITCHING PILES. 
Symptoms—Moisture; intense itching and sting­ 
ing; most at night; worse by scratching. -If allowed 
to continue tumors form, which often bleed and ul­ 
cerate, becomiug very sore. Swayne's Ointment 
stops the itching and bleeding, heals ulceration, aud 
in most eases removes the tumors. At druggists, or 
bvmailyforfiO cent. Dr. Swayne & Son, Philadel­ 
phia. 
___________________________ 
Sensible peopte use sensible remedies-Hop Plast­ 
ers quiet and allay pain Instantly. Use one. 
A LUCKY MAN. 
Mr. Lyman Crawford, Druggist, of Springfield, 
Mass.. says: For years 1 was afflicted with kidney 
disease in its worst form, and 1 state, with a perfect 
recollection of all that was done for nie, that Dr. 
David Kennedy's Favorite Remedy, of Rondout, 
N. Y„ gave me permanent relief. 
If your druggist does not keep the medicin» ad­ 
dress the proprietor, Rondout, N. Y. 
I am on my second bottle of Ely’s Cream Balm 
being a sufferer from catarrh since I was a child 
with this medicine I am being cured.—William L 
Dayton, Brooklyn. 
CARD OF THANKS. 


tude 
____________________________ „„„ „avc 
been cured of severe throat and lung troubles by the 
use of Kemp's Balsam, it would All a fair-sized book. 
How much better to invite all to call on any druggist 
and get a free sample bottle that you may test for 
yourself Its power. Large bottles 50c and $1.00. 
RENEWS HER YOUTH. 
Mrs. Phoebe Chesley, Peterson, Clay County, Iowa, 
tells tbe following remarkable story, the truth of 
which is vouched for by the residents of the town: 
“ I am 78 years old, have been troubled with kidney 
complaint and lameness for many years; could not 
dress myself without help. Now I am free from oil 
paiu and soreness, and am able to do all my own 
housework. I owe my thanks to Electric Bitters for 
having renewed my youth, and removed completely 
all disease and pain." Try a bottle, BO cents and $1, 
at VanDeusen Brothers’ and F. J. R. Clarke's Drug 
Stores. 
____________ _______________ 
SHILOH'S VITALIZER is what you need for Con 
stipation. Loss of Appetite, Dizziness and all symp 
toms of Dyspepsia. Price 10 and 75 cents per bottle 
For sale by F. J. R. Clarke, Kingston. 


Are receiving at tbeir Factory a large quantity 
of * 
Drv Oak and Hickorv Timber 
V 
I 
And 8 re prepared to furnish 
* BEST QUALITY 
-O F - 
Axe, Pick, Sledge and Hammer 
HANDLES. 
Hickory and Oak Spokes. 


C E L E B R A T E D 
Ulster Bolted Barrow, 


Carriage Cushions made to order. 
Sawing and Forging at short notice. 


- A T TIIEIR. 
RONDOUT and KINGSTON STORES 
Are offering a large and well 
assorted 
Stock of Hardware 
-A T - 
B ottom Prices. 


Electric 
Door Bells very low. 
Also a few Imitation Electric Bells, 
will offer for 00 days, at 75 cents 
complete. 


Kondout and Kingston. 
JOHN McCAUSLAND, 
Life, Fire, Accident 
—AND- 
Marine Insurance 
la m there yet. 
X am e w hatyou want 
Security Unexcelled. 
Understand what I Say 
Hates no one can beat. 
A ny one not interested 
will tellyou so. 
Y oonecangive you bet­ 
ter companies. 
Call and see me 
Everybody 


Before You Place Your Insurance 
John McCaaslaud, 


Cornell Building, 


HOIST1 3 0 U T , 1ST. Y 


Telephone Call, 3. 
Winter Overcoats! Winters pits 


T O O T I L L , 
The Tailor, 
II M-Slrat, KINGSTON, 11 ■ 


The finest selection of 
WINTER GOODS 


In his line, in the City 
IF YOU T H IN K 
OF BUYING A 
Piano or Organ 


Write me for Catalogue, Prices and terms. 
It costs you nothing to try one. If not satis 
factory I pay freight both ways. Address 
S. LOCKW OOD, 


S h o k an , N. Y 
KINGSTON SAVINGS BANK, 
53 Wall-Street. 


, 
Kingston, N. Y., Dec. 26, 1888. 
The Trustees of this Bank have declared a 
Sem i-Annual Dividend 


AT THE RATE OE 


THREE AND ONE HALF (31-2) PER CENT. 


Per Annum, on all sums from $1 to $3,000 that 
have been on deposit at least three months prior to 
January 1, 1889. Payable January 5. 1889. Deposits 
made on or before January 10,188!),» ill draw interest 
from January 1. 1880. 
Hknrt C. Connbij.y, President. 
Lube Noon*. 
I Vi pIvsi(i,,nts ’ 
Ronicbt Lodobrxn, ( v lce Presidents. 
Charles Bi brans, Treasurer. 


Laetated Food 
Possesses many Important Advantages over 
other prepared Foods. 
Babies Cry For It. 
Invalids 
Makes Plump, Laughing, Healthy Babies 
lates the ¡stomach and Bowels. 
SoM by Druggists. 25c., 50c., $1.00. 
RICHARDSON oí CO., Burlington, Yt. 


Kelisii It. 
Regu- 


WELLS, 
Baby Portraits. 
A Portfolio of beautiful baby portraits, printed on 
flue plate pu|H*r uy patent puoto process, sent 
tree to moiDcr of any baby born within a year. 
Every mother wants these pictures; send at once. 
Give Baby's name aud age. 
•Wells, Kicliardson A Co., Proprietors. 
BURLINGTON, VT. 
It’s E asy to Dye 
—W ITH- 
DIAMOND DYES. 
Superior in Strength, Fastness, 
Beauty and Sim plicity. 
Warranted to color more goods than any other 
dyes ever made and to give uiore brillant and dur­ 
able colors. Ask for the DIAMOND ami take no 
other 
3(5 Colors,lO C ts.Each. 
WELLS, RICHARDSON & CO.. 


BURLINGTON, VT. 


For Gilding or Bronzing Fancy Articles, USE 
DIAMOND PAINTS. 


Gold, Silver, Bronze. Copper. Only 10 Cents. 


F R E E M A N ’S 
A C E 
LADIES TRY 
POWDER 
Medicated, Free from Poison. Harmless as Dew. 
Produces soft, beautiful complexion. Ask for free 
samples. Freeman's ' Hiawatba,' the exquisite new 
perfume, 50 cts. per os. Sold and recommended at 
the following pharmacies: Spore & Kiting’s, Clark's, 
Cooper & Hardenburgh's. In Rondout, Deyo’s, Van 
Deusen 
« wholesale agents. 
W illiam J. Kent, 
DEALER IN 
MARBLE AND GRANITE. 
Moments and Headstone?. 
122 Union-avenue, — R ondout 


Van Deusen Bros. 


Wholesale and Retail Druggists. 


K in gston 
anti 
R ondout 


Always in Stock a Full Line of 
R IK E R ’S 


Reliable and Justly Celebrated 
Family Medicines 


TOILET PREPARATIONS AND PERFUMES 
which we legally guarantee to give perfect satisfac­ 
tion to our customers or we return their money, 
VAN DEUSEN BROS 


W W mle anil Retail 


K in gsto n 
an d 
R o n d o u t 


Urster County, N. Y. 


For the N ext T w o W eeks. 
Our Reductions 
—ARE IN - 
PLAIN FIGURES 


Fine imported plush Parlor Suits, upholstered first 
class, with hair tops, former price $55, reduced to 
$ 10. 
Handsome polished solid oak Bedroom Suits, 
pieces, former price $32, reduced to $25. 
Carpet Lounges, Black Walnut Frames, former 
price $8, reduced to $0.50. 
Velvet Carpet Pat. Rockers, former price $4.50, 
reduced to $3.50. 
Hanl wood full size Bedsteads, light or dark finish 
for $2.50. 
We also offer the following goods at correspond 
ingly low prices: 


Hall Stands, Desks, Sideboard: 
Mirrors, Parlor Tables, Fancy 
Chairs and Rockers, Pictures 
and Picture Fram es, Foot 
Rests,Easels and Screens. 
STOCK & RICE 


63 to 70 CDioD-AvcDue, Rondout, K. Y. 


Telephone call 5. 
D IA R IES 


BOOKS OF ALL KINDS 
Stationery, Ink Stands, 
Picture Iraníes, 


“0 


A R C Blocks, Building Blocks, 
Etc., Etc. 
Toilet, and Manicure Sets, 


Plush Boxes for 
Collars 
and 
Cuffs, Work Boxes, Jewelry Boxes, 
Writing 
Desks, 
Drawing 
Sets, 
Plaques, Artists’ Materials, 
G 


Calendars, Blank Books, 


School Books, Wall Paper, etc., 


WAN TED, ETC. 
*\X7"ANTED - a CTiRlRVidUlNDERSTANDS 
VV cooking, wasoing and ironing. Must come 
weU recommended. Inquire of Mas. S. M. Sleioht, 
Sleightburg. 
D ARE CHANCE—A GOOD HOME WILL BE 
JLY given, with wages, to a respectable German 
girl, who is neat and intelligent. Send address to 
Charles Leiueiit, Rondout P. O. 
B 
o a r d - th r e e o r f o u r re s p e c ta b le 
young men can find a good home with board. 
Terms reasonable. Apply ut Mas. Pierce, The 
ottage, Strand, opposite Mr. Gill’s coal whurf. 
WANTED—RELIABLE LOCAL AND TRA VEL- 
hug salesmen. Positions permanent. Special 
indúcemela now; last selling specialties. Don’t de­ 
lay. salary from start. Brown Bros, Nurseymeu, 
Rochester, N. Y. 
* 
W ANTED.—LADY’, ACTIVE AND 1NTELLÍ- 
irent, to represent, in her own locality, an old 
firm. References given and required. Permanent 
position and good salaiy. Address 
t 
SUPT. MANUS'ACTUR1NO House. Lock Box 1585,N. Y. 


r I 50 LET.—ROOMS WITH BOARD. INQUIRE OF 
JL Marv YotJNOMAN, No. 56 Abeel-street, toot of 
Wuru-street. 
FOB SALE. 
TTtOR SALE-THE TWO STORY AND BASEMENT 
A brick building on llasbiouck-ave., will sell 
reasonable to cash buyer. Sou. Hymes, 10 Union- 
avenue. 
f pOR SALE. RENT OR EXCHANGE-DWELL- 
1 ings. Stores, Building Lots aud Farms, Blue aud 
Lime Stoue Quarries aud other property. Rare 
chances. VV. M. Hayes, No. 8 Wall-Street. 
I7VOR SALE OR TO LET.—THE HOUSE OF 
_D Henry C. Kosecranse, on John-street, near 
Wall-street. Wilt be so/d at, a bargian. Apply on 
the premises to the owner 
DOR SALE UR TO LET.—THE STORE NO. 14 
J? North-Krout-street, occupied by Peter Van- 
Bureu for many years as a Merchant Tailor, 
quire at 30 Green-street, head of John-street. 
ln- 


CIT Y D IU tC lO K Y . 
JOHN T. BONlX Jr.. 
W a tc h m a k e r and Jew eler. 
At Winter's NewsStand............................The Strand 
MAUTERSTOCK, 
CARPENTER AND BU ILD ER 
Dealer in Mouldings, Stair Rails, Newels, b.i esters, 
etc., 89 and 91 Union-avenue, Rondout, >T Y. 
( 
STAPLES. ’ 
WHOLESALE DEALER IN 
Flour, Feed. Groceries & Pro dsions 
Hasbrouck-avenue, The strand and Ferry-St. 


A . 


-A T— 
WADSWORTH’S, 


21 Union-ave., Rondout, N. Y . 
Private lessons 
—IN— 
Gem, French, Instrumental and Vocal Music 
Prof. A. Schaublin,. 
Pr » LStiehl. 
P. O. Box 148, Rondout 


JJOWARD O’REILLY” 
DEALER IN 
GROCERIES AND LIUUORS. 
Agent for the Celebrated Hudson Cream 
& 
O B. CRAGIN D.D.S., 
DENTIST. 
Office 31 Union-Avenue, over Van Buren's Store 
Rondout, N. Y. Special attention given to treatin 
and filling teeth. Artificial teeth inserted 
crowns adjusted on natural roots. 
Office Hours. 8 a. m. to 6 p. a. 


rilH E PEOPLE OF THE STATE OF NEW-YORK 
_L By the grace of God free and independent. 
William P. Kirk, Jr., and Mary C. Mother residing 
tin- town of Rosendale, Ulster County, N. Y\, and 
William P. Ku k, residing at Toms River, in the 
State of New Jersey send greeting: 
YOU AND EACH OF Y’OU are hereby cited and 
required 
personally 
to 
tie 
and 
appear 
at a Surrogate’s Court, to he held in and for 
the County of Ulster at the Surrogate’s Office iu the 
City of Kingston, in said County, on the 25th day ot 
March next, at ten o’clock in the forenoon of that 
day. then and there to show cause why the accounts 
of Jacob A. Van Wagunen as temporary guardian 
of William P. Kirk, Jr., should not be judicially 
settled and a decree be made revoking the letters oi 
guardianship heretofore issued to him as the 
guardian of the said William P. Kirk, Jr., and the 
said Jacob A. Van Wagonen and his sureties or 
discharged and another temporary guardian of the 
Jiropertv of the said 
William 
P. 
Kirk. 
Ir., lie appointed. And if 
any 
of 
the 
persons interested be under the aje of twenty-one 
years, they are required to appear by their guardian, 
if they have one, or if they have none they are re 
quired to appear and apply for the appointment ol 
one, or in the event of their neglect or failure to do 
so, a guardian will lie appointed by the Surrogate, 
to represent and act for them in the proceeding. 
In Testimony Whereof1, we have caused the 
seal of said Surrogate's Court to be here 
[l. s.] unto affixed. Witness, Hon. Oliver P 
Carpenter, Surrogate of our said County 
at the City of Kingston, the 7th day ol 
January.in the year of our ITord one thou 
sand eight hundred and eighty-nine. 
Oliver P. Carpenter, Surrogate. 
To William P. Kirk: 
The above citation is served upon you by publica 
tion pursuant to an order of the Surrogate of Ulstei 
County, made January 7, 18:4), and filed iu Ulster 
Surrogate's Office, on that day. Dated January 
188J. 
J acob A. Van Wabonen, 
Guardian as aforesaid. Creek IiOcks, N. Y 
A. T. Clearwater, Attorney for Guardian, office 
and Post Office address 51 Wall street, Kingston 
N. Y. 
‘PERFECT” FURNACES 
(Trade Mark) 


10 Years in Advance 


Arc Made oyj 
RICHARDSON & BOYNTON CO 


|232 and 234 W ater-St.,’New-York. 
, Powerful, Durable 
No Gas, No Dust. 
Successful Heaters 
ES ABLISHED 1837. 
Sold 
F. GALLAGHER 


K IN G r S T O lS L 1ST. Y . 
For the Holidays 


10 Per Cent, reduction on 
Picture Moldings 


-FOR TH E- 
Balance of December 


Will have a large assortment of new aDd original 
designs about December 17 in 
Gold, Bronze, Oak, Cherry, Chest­ 
nut, Tvorv, etc. Plush, Gold 
and Silver Linings, Cornice - 
and Room M ouldings. 
W eatherstrips 


ALBERT MAUTERSTOCK 
Manufacturer, Contractor and Builder. 
Factory and W ork Shop 9 and 1 1 
Spring-Street. Office and Sales 
Room 89, 9 1 and 93 U nion- 
Avenue, Rondout, N. Y. 
THE ANNUAL MEETING 
Of the Stockholders of the 
Stony Clove & Catskill Mountain Railroad Company 
Will he held at the office of the Company, in Ron­ 
dout, N. Y,, on 
Monday, January 14,1889 
At 11 o’clock a. m.. for the Election of Directors 
for the ensuing year and for the transaction of such 
other business os may properly come before the 
meeting. 
, 
Samuel Coles, Secretary. 
Rondout, N. Y., Dec. 28, 1888. 


WEST SHORE RAILROAD 
N.Y. C. 3£ H K- K R Lessee. 
On and after Monday, Nov. 11, 18SS, trains w 
leave West Shore Depot, Kingston, as follows: 
GOING SOUTH 
For New-York 4:50, 6:25, 7:10, 11:55 A.M.; 4:05 
6:10 and 7:45 P. M. Sundays 4:50, 7:10 A. M.; 4:06 
6:10 and 7:45 P. M. 
. . . . . 
For Newburgh and Cornwall 4:60, 6:25, 7:10, 11:5 
A. M.; 4:05, 6:10 and 7:45 P. M. Sundays 4:5 
7;i , A. M.; 4:06, 6:10, and 7:46 P. M. 
For Haverstraw 6:25 7:10 A. M.; 4 05 aud 6:11 
P. M. Sundays 7:10 A. M.; 4:06 and 6:10 P. JM. 
For Highland 6:25, 7:10, 11:55 A. M.; 4:05, 6:lt 
and 7:45 P. SI. Sundays 
7:10 A. SI.; 4:05, 6:K 
and 7:46 P. M. 
_ 
For Marlborough 6:26, 7:10, 11:86 A. M.; 4:05 one 
6:10 P. SI. Sundays 7:10 A. SÍ.; 4:05 am) 6:10 P. M 
For Milton 6-25 and *7:10 A. M.; *4:05 and b:10 P 
M. Sundays *7:10 A. M.; *4:05 and 6:10 P. M. 
GOING NORTH. 
For Saugerties 7:00, 10:45 A.M.; 1:00, 2:35, 7:16 
8:40 and 11:55 P. M. Sundays 10:45 A. M.; 1:00, 8:4/ 
and 11:56 P. M. 
For Catskill 7:00, 10:46 A. 
M; 1:00, 2:36, 
7:lu,v.-0aud 11:65 P M. Sundays 10:45 A. S1.;1:00,S:46 
an' 11:55 P. M. 
For Albany 7:00, 10:45 A. M.; l:0T, 2:35, 
7:10, 8:40 and 11:55 P. M. Sundays 10:45 A, A.; 
1:00, 8:10 and 11:55 P. M. 
For Coxsaekie 7:00,10:45 A. M.; 1:00, 2:36, 7:lt 
an, *11:55 P. SL Sundays 10:45 A. SI.; *11:65 and 1:0C 
P.M. 
For West-Athens (Athens), Mt. Marion, West 
Camp and New-Bultimore, 7:00, 10:45 A.M.; *1:0t 
7:10 P M. Sundays, 10:45 A. M.; *1:00 P. SI. 
For Utica. 7:00 A. M.; 1:00, 2:35, 8:40 and 11:45 f. 
Bl. Sundays, 1:00, 8:40 and 11:55 P. M. 
For Syracuse. 7:00 A. M.: 1:00. 8:40 and 11:55 P. Si 
Sundays, 1:00. 8:40 and 11.55 P. M. 
For Buffalo and Rochester, 7:00 A. M.; 1:00,8:40 
and 11:55 P.M. Sundays, 1:00. 8:40 and 11:55 P. Si. 
For Chicago and Niagara Falls, 1:00.8:40 aud 11:55 
P. M. Sundays, 1:00, 8:40 aud 11:55 P. M. 
For St. Louis 8:40 and 11:55 P.M. Sundays 8:4 
and 11-57 P. M. 
Sleeping cars for Buffalo Chicago, Detroit ahd S 
Louis 
In Albanv connections are made at Slaiden I>8 tie 
station for all points north. 
Iu Buffalo and Suspension Bridge connections are 
made for all points in the West. Northwest ai d 
Bouthwest. 
Passengers will save money by purchasing tie ke 
before entering the cars. Round trip tickets have 
been placed on sale at discount rates. 
Trains on West Shore will now arrive and depar 
from the commodious aud centralb located depot a 
N. Y. C. & H. R. H. R., iu the Cities of Rechesier 
and Buffalo. 
The 2:36 p. m. train will arrive and depart ircm the 
N. Y. C. U. R. depot at Utica. 
•Stop on signal, 
SUMMARY. 
Trains at 7:00, 10:45 A. Si. and 7:10 P. M. will su p 
at La e K Urine. Sundays 10:45 only. 
For tom Vete time table aud information call 
E. P. bnyd r, Ticket Agent, Kingston Station, 
or ado, esa 
C. E. LAMBERT, 
Gen’l Passenger Agent, 
5 Vanderbilt-avenue. N. Y. 
WáLLKiLL VALLEY R. R. TIME TABLE. 
^ To take effect 12:01 A. M., Sunday, Nov. 


WHAT NEXT? 


Who would buy a Car Heater to 
heat a house? 
You all would if 
you knew how economical 3^011 
could heat your house with 
the 


P. J. Gurnee Car Heater. 


Hot water system, a delight­ 
ful temperature. 


Any one interested can see one 
heating a three story house in 
Sleightsburgh, A. & J. Hasbrouck’s 
Hardware Store, Rondout, and J . 
Millard’s private residence, Wilt- 
wyck. The most substantial heater 
ever manul'aciured. 


Inquire of 


P .J . G U R N E E , 


Rondout, N. Y . 
J l ave Y0 u Heard tb e Ne ws? 


Geo. C. Preston 


Will insure you in 


A No. 1 Companies, 
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* I Rates to be Agreed Upon. 


I am no longer connected with the combination 
and hereby invite the people to come and see what 
I can do for them. Don’t mind what the 
“Board” Agents Say. 
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tTrains do not stop tor passengers, 
only on signal. 
’Trains stop 
Trains Ños. 14 and 15 run Sumlaysonly. All other 
trains run daily except Sundays. 
J. P. BRAiiviELD.Superintendent. 
O. W. lln„ oi.ey. General Superintendent. 
J. D. L ay no, General Manager. 
STONY CLOVE 
RAILROAD. 
A C5TSKILL MOUNTAIN 
Takes effect Saturday, Nov. 24th, 1888. 


» 
3 


P. M. A. M. 
4 10 9 05 
t4 18 to 13 
*4 24 *9 18 
tl 30 to 25 
tt 40 to ai 
tl 48 t9 43 
4 55 9 53 
5 05 10 10 


QOINO 
SOUTH. 
STATIONS. 


Lv.......Phoenicia ... Ar. 
Chieliesters.......... 
Flynn’s Siding........ 
Lanes ville.. 
Edge wood. ....... 
Stony Clove.......... 
. .Kaaterskill Junction.. 
Ar 
Hunter 
Lv. 


0 
io 


A. S!. P. M. 
8 55 4 00 
18 45 t3 
*■839 *8 
t8 34 3 44 
t8 25 3 35 
t8 18 ts 28 
8 10 8 20 
8 00 8 1 


Come and investigate for yourself. 
Geo. C. Preston* 


80 Fair-Street, 
K IN G S T O N , 1ST. Y . 
SUPREME 
COURT—ULSTER 
COUNTY.— 
Jennie L. Ames as executrix and Emery Freer 
as executor of the last will and testament of Oscar 
Ames, deceased, against Charles W. Van A ken and 
Catharine Ann VunAken. 
By virtue of a judgment of foreclosure and sale 
made and entered in the above entitled action on 
the 5th day of January. 1889, the subscriber, a 
Referee for the purpose duly appointed,will sell at 
the Mansion House.in the City or Kingston, N. Y., 
on the 23d day of February, 1889, at 10 a. m., the 
mortgaged premises directed by said judgment to 
be sold and described as follows: All that tract or 
parcel of laud situate iu the town of Esopus, County 
of Ulster, and State of New-York. being the west 
Sart of the Elting wood lot and bounded as follows: 
eginning at a heap of stones on the east line of 
Georg- C. Relyea and running soutn sixty-eight de­ 
grees. east thirteen chains aud eighty-six links, 
thence south twenty-four degrees west eight chains, 
and ninety four links to a stake, thence south sixty- 
eight degrees east eighkehaius and ninety-four links 
to stone heap, thence south twenty-four degrees 
west thirteen chains and thirty-eight links to a neat» 
of stones on the line of lands formerly of George T. 
lieree, thence north sixty-six degrees west twoutv- 
two chains and eighty links to a heap of stones, 
thence north twenty-four degrees east twenty-oüe 
chains and fifty-three links to the place of begin­ 
ning, containing forty two acres of land. 
Dated January 5. 1889. 
E dgar E. Ougheltree, Referee. 
E. S. Wood, Plaintiff’s Attorney.. 


•Trains do not stop.ivlie 
scept 
). CoY KEN 1)ALL, Gen. 8upt. 
tTrains stop only when flagged. 
All Trains Dally except Sunday. 
GEO. 


C3ITY TAXES-TRF.ASURKR’S NOTICE-NO- 
j TICE is hereby given that the tax-roll of the 
City of Kingston has been left with me for collection 
of tbe taxes therein mentioned: that for THJRTY 
DAYS every person, corporation or association may 
pay lus, her or their Lax to me, at my OFFICE fit 
SAHLER, REYNOLDS & WEBSTER’S STORE, 
Strand eutrance, corner Union-avenue and The 
Strand, in said City, WITHOUT ANY ADDITIONAL 
CHARGES; that for 20 DAYS SUCCEEDING TWO 
PERCENT. FEES WILL BE COLLECTED; that if 
any tax shall remain uncollected at the expiration 
of the time last mentioned, I shall give to the person 
or persons against whom such tax remains charged, 
a written or printed notice. Requiring said person or 
persons to pav such unpaid tax to me at my office 
on or before the FIRST DAY OF MARCH, NEXT, 
with 5 PER CENT. FEES THEREON AND ONE 
DOLLAR EXTRA FOR SUCH NOTICE: and that if 
any tax shall then remain unpaid, I shall then pro­ 
ceed without delay to have tne same collected by 
distress and sale of goods and chattels, os required 
by the city charter. 
GROVE WEBSTER, City Treasurer. 
Treasurer’s Office, City of Kingston, Dec. 15, 1888. 
For the further accomodation of the public, I will 
sit for the collection of the above taxes at the Kings­ 
ton Savings Bank on the following Fridays, from 4 
to 7 p. M., Dec. 19, 21 and 28 1888, and on Jan. 4 and 11, 
1889. 
GROVE WEBSTER, City Treasurer. 
TN PURSUANCE OF AN ORDER MADE BY THK 
Hon. William S. Keuyon, County Judge of the 
County of Ulster, at a term of tbe Ulster County 
Court, held at the Chambers of the County Judge, 
iu tbe City of Kingston, N. Y., on the 27th day of 
Octotier, 1888, notice is.herehy given to all the credi­ 
tors and persons having claims against Frederick 
S. YanWagonen, lately doing business at Stone 
Ridge, in the town of Blarbletown, Ulster County, 
N. Y., that they are required to present their 
claims with the vouchers therefor, duly verified, to 
the subscriber, the duly appointed assignee of the 
Cars will be in waiting upon arrival of Steamers said Frederick S. Van Wagonen for the benefit of his 
City of Kingston and James WT. Baldwin. 
creditors, at Stone Ridge, Ulster County, N. Y., on 
TICKETS 
or before the 25th«lay of January, 1889. 
can be obtained at Forsyth & Wilson’s up-town, and 
Ja c o b D. V an W a o o n e n , Assignee, etc.. Stone 
the office -f the company down-town, aud of the Su- 
Ridge, Ulster County, N. Y. 
periutenaeut at the following rates: 
A. T. Cl e a r w a t e r, Attorney for Assignee 
’2 Through Tickets...................................................$l.hO Office and Post Office address 54 Wall-street, Kings 
11 Way 
’’ 
50 ten. N. Y. 
50 


J^INGSTON CITY RAILROAD. 
Leave Kingston.............................................6: 00 A. M. 
and every 20 minutes until 10 o’clock A. M.; then 
every 10 minutes until 8 P. M.; then every half houi 
up to 10 o'clock P. M. 
Leave Rondout...............................................6:30 A. SI 
aud every 20 minutes until 10 A. M.: then every li 
minutes until 8 P. SI.; then every half hour until 1( 
o’clock P. M., both ends of the route. 
On Saturday night the cars will run every 10 min 
utes both ends of the route, up to 9 P. M. 
On Sundays cars will run every 20 minutes, leaving 
Kingston at 9 A. SI. and Rondout at 9:10 A. M. Last 
car from Kingston at 10 P. M. and from Rondout at 
9:50 P. M. 


Way 
10 School 


. Junction, eoinii iin s 
77... 
’ 10 ,w « 
’ a? « w 9f Hon. Oliver P. Oam ini» 


are instructed to enforce tfis rule 
WM. H. DkGARMO. Gen 
FOR WOMEN. 


Are you wasting slowly but surely awav from the 
effects of female weaknesses ? Are you wan, pale, 
and nervous ? Do you not sometimes feel that life 
is losing its attractions, and that you are gradually 
sinking into a decllue which, if not taken in hand 
promptly, will end in an early Jeath i Yes, you 
have felt all these things, and doubtless know that 
tens of thousands of once rosy cheeked, plump, 
healthy girls and women go Into their graves every 
year solely because these weaknesses were allowed 
to sap up the well springs of life till nature could no 
longer stand the strain. There is not* a sensible 
maid, wife or mother who will not appreciate as 
more valuable than gold and precious stones Dr 
Fontaine’s new remedy PALMETTO, which is 
safe, sure, and speedy in curing the worst case of 
female weakness. 


DeWitt Rnnci 
Minnie C. Coeil Executrix. 
Strand,^ondo^N.Y 
07 f0r ^ ecutri*' 15? 
N o tic e to c re d ito rs .—in p u rs u a n c e o f 
an order made by the Hon. Wm. S. Kenyon. 
County Judge, of Ulster Countv i» 
¿¡y day 0f 
............. 
> all the credi- 
o ,jt ncaauii oiepnens, lately doing business at 
Castieton, Rensselaer County. N. Y., and residing 
In the City of Kiugston. Ulster County, N. Y., that 
they are required to present their claims, with tbe 
vouchers therefor, duly verified, to the subscriber, 
the duly appointed assignee of the said Nelson 
Stephens for the benefit of his creditors, at bis 
place of business in said Cattleton, on or before tbe 
14th day of January, 188$. 
Dated October SÍ4, 1888. 
J ohn W. McKnjoht, Assignee 
Mailed secure from observation on receipt of $1.00 
I also have a ful1 iine of elegant Toilet Good», in 
Mi_ _ 
eluding Face Cream and Jellies, Wrinkle Paste 
____„« ..« « » , ana entered in the office of the 
Fattening Formula, Aunurmne, Depilatory, Acnine. Clerk of Ulster County on said date,notice is hereby 
Freckle IiOtion, etc, Development of a beautiful given to all creditors and persons having claixntt 
form a specialty. Sealed cir^lars, 4 cents. . 
against Jefferson McCausland, lately dolr- 
MADAME FONTAINE. 19 East 14th-St. N. Y. i„ tw p,tr 
--------- 
’ 


PURSUANCE OF AN ORDER MADF RV wrvw 
¿urto^heSm teoTN ew Y J ^ 
\ 
o t 
Supreme 
^ 
N.!.T:yo.rk) on. ^ 29th day of 


PROPOSALS. 


Decemlir 1888 orla r,c7' IorK, on the 29th day of 
hereby 
.ving claims 
«nRL 
l “ 7 required to present 
... ,. 
—~ 
cl* 14* present their 'claims 
with the vouchers therefor duly verified to the sub­ 
scriber. the assignee of Jefferson McCausland for 
the benefit of creditors, at tbe office of P. & C. F. 
_ 
, 
, 
. . 
f-antine, No. 5 Union avenue, Cltr of Kingston N 
Proposals will lie received at the office of the 
Y I Rondout Poet Office], on w before the 
dar 
County Treasurer until Junuary 17, 1889, for Engrav- of April, 1889. 
' 
mg and Printing Fifty Bonds with Coupons of the 
Bated Rondout. N, Y„ Dec 31 1888 
New Issue of 1889, Ulster County Bonds of the de- 
v - — - 
nomination of $ 1,000 each, the same to be in the 
general form as was used iu the Bonds issued and 
sold in 1888, in pursuance of Chap. 75, Laws of 1878, 
etc. 
John Derrenbacher, 
. _ 
. „ 
. Couni y Treasurer. 
Ulster County Treasurer’s office, Rondout, N. Y., 
Jan. 5,1S89. 


____________ a ,, UCU. 31, 1Í5W. 
J ohn Mc Extke, Assignee 
P. & C. F, CvtmNB, Attorney for Assignee. 
Do You Want to Buy a Lamp ? 
A postal card sent us will br 
STAMFORD SEMINARY 


A Free Tuition Scholarship will be given to the 
young lady in Stamford Seminary who posses the 
best college entrance examination In June, 1889, 
This prize U worth $400, and gives an opportunity, 
seldom or never offered before, of obtaining so 
valuable aid toward a finished education in this 
best of ladies’ colleges. The contestants must tie 
students of Stamford Seminal y. For particulars 
address 
Francis M. Sm ith, Ph. B. 
Principal- 


the finest lam 
marvelousamp in the worid ~ &ív'£ ’TS7fE l*AAfP, 
■ n i c k e l . - ^ o í f o / b ™ ' « w F d S í S 
_ ... . —.«ftlIK UCTUflll* 
—uivftei, guiu or bronze. Single lamps, boxed and 
sent by express to vour house on receipt of whole­ 
sale price. GLADSTONE LAMP CO., in East MU»- 
8t„ New-York,_________________________________ 
Elegant French China 


DINNER SETS, TEA SETS, and an elegant a ¿ 
sortment of FLOUR POTS, VACES, ETC., at less 
than Importers prices. Call and examine our stock. 
N. K. GRIÍ FIN & CO., Importers, 
4q Fair-St., Kingston, near Port Office. 
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Best Cough Cure. 


F or all the diseases of the T hroat and 
Lungs, no remedy is so safe, sp eedy and cer­ 
tain as A yer’s Cherry Pectoral. 
An indis­ 
p ensable fam ily medicine. 
“ I find A v er’s Cherry Pectoral an inv alu­ 
able remedy for colds, coughs and other ail­ 
m ents of the throat and lungs.”— M. S. Ran­ 
dall, 204 Broadway, Albany, N. Y. 
“ I have ased Ayer's Cherry Pectoral for 
bronchitis and 


L u n g D ise a se s, 


for which I believe it to be the greatest m edi­ 
cine in the w orld.”—Jam es Miller, Caraway, 
N . C. 
“ My wife had a distressing cough, w ith 
p ains in the side and breast. 
We tried v ari­ 
ous medicines, but none did her any good uu 
til I got a bottle of Ayer’s Cherry Pectoral, 
which has cured her. 
A 
neighbor, Mrs. 
Glenn, had the measles, and the cough was 
relieved by the use of Ayer’s Cherry Pectoral. 
I have no hesitation in recommending this 
m edicine.”— Robert Horton, Form an H ead­ 
light, M orrillton, Ark. 
“ Ayer’s Cherry Pectoral cured me of a 
severe cold which had settled on my lungs. 
My wife says the Pectoral help s her more 
thau any other medicine she ever used.”- 
Euo8 Clark, Mt. Liberty, Kansas. 


A y e r’s C h erry Pectoral, 


PREPARED BY 


Dr. 
J . C. Ayer A Co., Lowell, Mass. 
Sol 
byallJDruggists .P rice $1 ;six bottles, $5.d 


OH ! MY HEAD!! 
^ 


S u ffe rin g o f a N ew J e r s e y S e n a to r—D y s p e p ­ 


sia , S ick H e a d a c h e —T e r rible T h in e*. 


W hen the stom ach is torp id it soon becomes clog­ 
ged with h alt digested m atters, the blood becomes 
v tifcted and fo ul; the other organs fail to act nor­ 
m ally and induces a train of sym p tom s, such as dys­ 
p ep sia, sick headache, dizziness, drowsiness, p alp i­ 
tation of the heart, p ain in the back, loss of ap p etite. 
“ There are few things th a t I believe in with all my 
h ea rt and it affords m e p leasure to tell of one of 
them .” The sp eaker was ex-Senator Albert M erritt, 
head of the large fruit firm, 82 Park Place. N. Y., 
atid the scene his office. 
“ I was sick and feared I 
bad become fated to endure the 
T o r tu r e s o f D y s p e p s ia 
And a dangerous affection of the kidneys. A rela­ 
tiv e said to me, ‘Why don't you try Dr. K ennedy’s 
Fav orite Rem edy, made a t Rondout, N. Y.' 
1 did 
so. I grew steadily better. 
I could eat, digest, 
sleep , and work with a clearer head and the yellow 
color of m y skin had given p lace to the tones th a t 
announce p ure blood and every organ of the body In 
health y action. 
Dr. Kennedy’s Fav orite Remedy 
entitled to the credit of saving my life. If any one 
has a doubt about the truth of my statem ents let 
him w rite to me. 
I can give you the nam es and ad 
dresses of fifty p ersons who affirm, as I do, th a t 
‘ Favorite Rem edy ’ has been to them a help and a 
blessing in tim e of need.” A. DeRevere, Tarrytow n 
N. Y., says: “ F or a long tim e I was troubled with 
severe attacks of dizziness and 
B lin d S ic k H e a d a c h e 
Due to Im p ure blood and a disordered state of the 
system . I was advised to try Dr. Kennedy’s Fav or­ 
ite Rem edy, of Rondout, N. Y. I did so and hav e 
been com p letely cured. It's the best thing I ev er 
heard of for any disorder of th a t nature and I hav e 
recom m ended it to m any with like successs.” Daniel 
F itts, Taunton, Mass., says: “ I recom m end Dr. 
K ennedy’s Fav orite Remedy for dysyep sia and sick 
headache. 1 suffered for m any years with these 
com p laints and was eur?;d by 
Dr. Kennedy’s Favorite Remedy.” 


Price $1.01. Prep ared a t Rondout, N. Y. 


S 
k 
i 
e 
r 
’s 


Reliablejand justly C elebrated 


Family Medicines, 


Toilet Requisites,j 


Perfumes, etc. 


All of which are 
legally 
guaranteed 
to 
giv 
entire satisfaction or they cost 
you nothing. 


HIKER'S 


E X P E C T O R A N T 


'knowledged by all who have used it to be the 
t w onderful cure in the world for Coughs aud 
Isw arranted t/j cure any ordinary cough or cold 
our money is returned. A p leasant, sw ift aim 
cure for Coughs and Colds. 
taken as soon as you feel th a t irritation or d r y 
i of the throat, occasioned by a cold, four to six 
■s will cure. 
. 
. 
. 
- v , 
won’t cure a horrible sore th ro at in one night, 
in fact will it cure anything in th a t sp ace of 
5. i t takes a t least a day or so to cure a cold, 


1TI1ETS THERE ALL THE SAME. 


1 
’ 
It stop s your cough alm ost a t once, but should 
you stop taking it after tw o or three doses p robably 
your cough w ould return. One thing you can al­ 
w ays be sure of: Ixing before you have em p tied the 
bottle you will be “ all O. K .” 
. 
As a trial of this truly w onderful medicine co. ts 
m othing,and as 95 cases out of every 100 will be cured 
11 is well w orth your while to at least m ake the trial. 
Ibic lp e r bottle containing half g p int (enough to 
cure eignt p eop le if taken in time), 


6 0 C E N T S . 


Insist on having 


E 
I K 
E 
E 
’S 


e 
x 
p 
e 
c 
t 
o 
r 
a 
n 
t 


And you are nositively sure of cure. 
Do not al 
<ow any one to p ersuade you otherwise. 
. 
Sold by all dealers th ro ug io ut the United States 
o r will be sent free of charge to any p art of the 
U nited S tates on receip t of p rice by 


WM. B. E1KER & SON, 


dsts and M anufacturing Chemists, Established 
it 858 Sixth-AveDue, New-\rork. laboratories: 
ashington-Street and 55, 5i and 59 Clarkson- 
N. y . • 
crip tive catalogue and p rice list m ailed free 


th aten ir trad e m ark is on all goods p urp ort 
be R lker’s. 
T u t t ’s P i l l s 


C 
U 
B 
E 
Malaria, Dumb Chills, Fever 
and Ague, Wind Colic, Bil­ 
ious Attacks. 


They pro duce reg ula r, na tura l ev a cua tio ns, 
nev er g ripe o r interfere with da ily business. 
As a fa mily medicine, they sho uld be in 
ev ery ho useho ld. 
6 
SOLD EVERYWHERE. 
CONSUMPTION! 


ve a p ositiv e rem edy for the above disease: by 
} thousands of cases of the w orst kind and of 
tanding h are been cured. Indeed, so strong te 
ith in Its efficacy th a t I will send two bottles 
xrether with a v aluable treatise on thisdisease 
r sufferer. Give Exp ress and Post Office ad- 


BLOCUM , M . C ., 18 1 P e a rl-S t., N . Y, 


A E WS FROM THE OUTSKIRTS. 


P U L S A T IO N S IN T H E A R T E R IE S OF U L­ 
S T E R ’S M ET R O P O LIS. 


T h e 
K e c o rd 
In 
U ls te r 
a n d 
A d jo in in g 
C o u n tie s—T e tte rs A bo u t F a r m a u d 
F ire s id e —P e rs o n a l M e n tio n — 
C o u n try s id e C h at. 


The chat of the countryside.—Holmes. 


Corresp ondents ot this journal in near-by 
localities sent interesting budgets of news 
to-day. 
Their letters are annexed. 
T he 
F r e e m an desires to make this dep artm ent as 
comp lete and comp rehensive as p ossible, and 
to this end invites its readers in p laces not 
rep resented by regular corresp ondents 
to 
p rom p tly com m unicate by letter or p ostal 
card events and hap p enings. 


T H E H U D SO N RIVER AN D IN LAN D. 


D ig g in g H orsp Kadl.nli in J a n u a r y —A H u d so n 
M an D is a p p e a r s - M ail C a r r ie r F in e d . 
Hudson has a Ladies’ Union Benevolent 
Society. 
There are many cases of p neum onia in 
N ewburgh. 
Men who have ice houses that are filled be­ 
gin to estimate their p ossible p rofits. 
W illiam Horton, a Hudson undertaker, is 
missing. 
He disap p eared on T uesday. 
T he Eastern New York Beekeep ers’ Con­ 
vention will be held in Albany on January 
16. 
A Coxsackie citizen is digging horse radish 
this m onth, for the first lime on a similar 
date. 
II. T. W right, of the W alden Knife fac­ 
tory, has received letters p atent for a new 
style of life boat. 
Houses in which there arc scarlet fever 
cases at Middletown are designated by dis­ 
p laying red flags. 
There is a difference of $2.50 between the 
fines in Recorder’s Court at N ew burgh and 
in this City for “ drunks.” 
The name of Hon. B. P latt Carp enter, 
formerly of Poughkeep sie, is urged for Chief 
Justice of Montana Territory. 
Jessie D., a daughter of General Alfred 
Neatie, of Goshen, will be m arried on J a n ­ 
uary 17 to Russell J. Straight, of Bradford, 
Pa. 
A mail carrier between N ew burgh and 
Coldenham was arrested, one day recently, 
for drunkenness and disorderly conduct, lie 
was fined $7.50. 
His name is Daniel Radi- 
ker. 
A Port Jerv is man got clear of a charge’of 
robbing a clothes line at M iddletown, one 
day this week, by saying he was p ulling the 
clothes from the line with the intention of 
m aking himself a bed on the ground. 


A 
B U D G ET 
FROM 
SA U G E R T IE S . 


S ong S e rv ic e —Im p ro v e m e n ts to 
a H a ll— 
H o rse R a ilro a d P ro je c t. 
The building of a horse railroad to con­ 
nect with the West Shore station is talked 
©f. 
The Song Service held in the Congrega­ 
tional Church, on Sunday, was conducted by 
Elmer Myer. 
The Rev. J. Sharp made au 
address. 
The meeting of the Boys’ Branch, 
held at the same time, was attended by 25 
youths. 
General imp rovements have been made to 
the interior of Maxwell Hall. 
T he old-time 
scats have been rep laced by autom atic fo’d 
ing chairs, with cushioned backs, and suffi­ 
cient sp ace has been left around thorn for the 
comfort of the p eop le who will use the 
chairs. 
All the evangelical churches are observing 
the Week o f Prayer and meetings are held 
by the Young Men’s Christian Association 
after the meetings in the churches each even­ 
ing. 
The m rctines at the M. E. Church are 
largely attended and m uch religious interest 
is manifested. 


ST A M F O R D 
MEN 
AND 
M A T T E R S. 


A P reH ent to a S e m ln a r y - T a lk 
A lim it a 
N ew K ail ro a d s t a t i o n —liu lu a lr ia l. 
The new factory is being rap idly erected. 
The Stamford Postmaster has to handle 14 
mails each day. 
Stam ford has a p ublic library of nearly 
3,000 volumes. 
A new railroad station house m ay soon be 
erected in this village. 
The members of the Stamford Cornet Band 
are attaining p roficiency in music. 
Seventy teachers were examined by Com ­ 
missioner Harkness at the Sem inary, on Sat 
urday. 
Malcolm M cNaught luu neatly recovered 
from the injuries received during the p oliti­ 
cal camp aign by a cannon exp loding. 
Dr. Kensie, of New-York City, has p re­ 
sented Stamford Seminary with 75 silk worm 
cocoons of a very choice kind, w hich will be 
p laced in the Entomological M useum of the 
Seminary. 


SO M E C H A T 
FROM 
K R IP P L E B U SH . 


C h u rc h O fficers E le c te d —W eek o f P r a y e r - 
G ood T e m p la rs to M eet. 
A meeting of Excelsior Lodge of Good 
Tem p lars will be held on Saturday evening. 
The W eek of Prayer is being observed in the 
Methodist Church. 
Meetings are held every 
evening this week. 
Abner Osterhoudt and Melissa B. Davis 
were united in marriage by the Rev. John B. 
Church, of Accord, on December 31. 
At the annual meeting of theM . E. Church 
held Monday evening. January 7, the follow­ 
ing officers were elected: 
P eter R. S tree t 
President of Board of Trustees 
Siah S m ith 
......................... 
Secretary 
Thom as O. O sterhoudt......................................Treasurer 
Peter K. S treet........................Trustee for three years 


M ilto n M en a n d M a tte rs . 
The memliers of C. Meech W oolsey’s fam ­ 
ily are rap idly recovering from a severe ill 
ness. 
The surveying of a railroad on the bill 
west of this village, causes p rop erty holders 
to be p leased. 
The members of Ketcham Post here at­ 
tended the installation service conducted by 
Lefever Post, in Highland, Friday evening. 
The concert given ip the M. E. C hurch on 
Tuesday evening was a creditable exhibition 
of local talent. 
Earle Stone had the manage­ 
ment. 
P. V L. Purdy, Commander of Ketcham 
Post, No. 495, of this town, acted as install­ 
ing officer at the installation of the officers of 
Lefever Post, G. A- K-, of H ighland, on F ri­ 
day. 


M in o r ’M a rlbo ro u g h N o te» . 
Miss L. W ygant has been visiting friends 
in New-York City. 
H. H . Holden and wife are sp ending (he 
winter in Brooklyn. 
Sa nds Ha v ila nd, wife a nd fa mily ha v e been 
v isiting friends in Herkimer. 
A steam shovel will be brought to the H ar­ 
ris gravel bank during the p resent month. 
E. V. Covert has been Bunting in the vi­ 
cinity of Hwarthoutville, Dutchess County. 
Mrs. Brooks, a sister of Cecelia Carp enter, 
died at her home, in Highland, on W ednes­ 
day. 


H ig h la n d P e rs o n a ls . 
Mrs. J. L. P ratt has becu suffering with 
nervous p rostration. 
The Rev. George Bremmer has commenced 
a series of lectures in the Ep iscop al Church. 
A. T. Canfield carried the first mail bag 
across ffie Poughkeep sie bridge on Saturday. 
William Gallaway, of W isconsin, has been 
visiting at the residence of his brother, Ira 
Gallaway. 
Dr. Gause 
has 
received 
letters 
from 
Dr. Frank W ard, who Is now located in 
Malaga. Sp ain. 
The imp ression conveyed is 
that W ard is succeeding better than he had 
exp ected. 
_ 


U p In C a tsktll. 
Rev iv a l meeting s a re being held in the M. 
E. Church. 
J a mes Brea sted, la te o f Ca tskill, died in 
Bro o kly n, recently , a g ed 8S. 
His rema ins 
were bro ug ht here fo r interment. 
Geo rg e No rto n a nd Da niel Tra v cr, nr- 
rested fo r stea ling iro n fro m the W est Sho re 
depo t, were sentenced to six mo nths in the 
Alba ny Penitentia ry , o ti Sa turda y . 
No rto n 
ha d been ho me but a sho rt time fro m Blijck 
well’s Isla nd, 


U L ST E R C O U N T Y S U P E R V IS O R - ’ BiLLS, 


A u d ite d a t t h e S essio n s o f th e B o a rd , H e ld 
R e c e n tly In K in g s to n . 
Sup ervisors’ bills audited at the recent ses­ 
sions of tbe Board, held in Kingston, are as 
follows: 
KINGSTON. 
E dward Kearney , Sup ervisor. 
1887. 
Dec. 
T o 4 d ay s'atten d in g adjourced 
session..............................................! 
To 12 m iles tra v el........................ 
1888. 
Jan. 
To 4 days' second adjourned 
session................................ 
12 
00 
To 12 miles tra v el........................ 
96 
March. 
To list of 
town 
officers to 
C lerk................................... 
8 
00 
To m aking Grand Jury li>t ... 
3 CO 
Nov. 5 to Dec. To 24 days uuiiual session 
72 (JO 
To cop ying tax roll..................... 


12 00 
96 


10 00 


To 12 miles tra v el........................ 


114 88 
D. S. M anchester , Sup ervisor. 
1888. 
Nov., Dec. To 21 d ay s'an n ual session 
$ 
72 00 
To 0 m iles tra v el.......................... 
48 
To G rand Jury l i s t ..................... 
3 09 


75 48 


1888. 
Theodore Spore , Sup ervisor. 


Nov. 5 to Dec. To 21 days’ attending an ­ 
nual sessio n ............................. 
To m aking Grand Jury lis t.... 


1888. 
Morris Block , Sup ervisor. 


Nov. and Dec. To 24 days’ attendance a t 
regular session.......................... 
To 6 miles trav el .......................... 
Nov. 
To m aking Grand Jury list.... 


Geo. M . B r ink , Sup ei visor. 
1888. 
Nov. 5 
24 days a t annual session........ 
Making G rand Jury list ........... 


1887. 
Dec. 


1888. 
Jan. 


P. C. F itzgerald , Sup ervisor. 


To 3 day s' adjourned session.. 
To 0 miles tra v el.......................... 


72 00 
8 00 


$72 00 
48 
8 00 


$75 48 


72 00 
3 00 


$9 00 
48 


Nov. 


Nov. 


To 3 dav s’ adjourned session . 
0 00 
To 6 mites tra v el ............................... 
^ *3 
and Dec. To 24 days’ regular session 
72 00 
To 6 miles tra v el .......................... 
43 
To M aking Grand Jury list 
3 00 


$94 41 
Christopher C. F lanniqan 
, Sup ervisor. 
Nov. and Dec. To 24 days’ attending a n ­ 
nual session 
$72 00 
To 6 mites tra v el .......................... 
48 
To G rand Jury list 
3 09 


*75 48 
DENNING. 
L. F. B ennett , Sup ervisor. 


To 4 days’ attendance at ad- 
1887. 
Dec. 
journed session 
$12 00 
To 150 miles trav el 
12 OU 
1888. 
Jan. 
To 4 days' second adjourned 
session 
12 00 
To 150 miles trav el 
12 CJ 
March. 
To list tow n officers to Clerk 
8 0) 
To m aking Grand Jury list ... 
Nov. and Dec. To 24 days’ annual session 
72 00 
To 150 m iles trav el 
12 00 
To cop ying tax ro ll 
16 33 


$1513:) 
To cop ying tax roll for Comp ­ 
troller 
16 33 
To cop ying tax roll for Forest 
C om m ission 
16 83 


$186 99 
ESOPUS. 
D. XV. B 
enton , Sup ervisor. 
1888. 
March 
To m aking list of town officers 
for C lerk..................................... 
Nov. and Dec. To 24 days’annual session 
To 14 m iles tra v e l........................ 
To m aking Grand Jury list. .. 
To cop ying ta x roll.................... 


$97 76 
SHAWANGUNK. 
W alstkin Childs . Sup ervisor. 
1887. 
Dec. 14, 15, 16, 17. To four days- adjourn­ 
ed session....................................$ 
To 56 miles tra v el ........................ 
1888. 
Jan. 17, 18, 19. To 3 days’ extra adjourn­ 
ed session...................... 
9 
(X) 
To 56 miles trav el ........... 
4 
48 
March 13. To m aking for Clerk list of 
Town officers................ 
3 
00 
Oct. 10. 
To m aking G rand Jury list— 
8 00 
To cop ying tux roll, 675 lines.. 
11 .5 
Nov. & Dec. To 24 days' attending an­ 
nual session 
72 00 
To 50 miles trav el........... 
4 
48 


$ 
121 19 


3 00 
72 CD 
1 12 
3 1) 
18 t'.l 


12 no 
4 48 


1887. 
Dec. 


1888. 
Jau. 


March. 
Nov. 
Dec. 


1988. 
March. 


July 24. 


Deo. 21. 


WOODSTOCK. 
Wu. F. Cooper , Sup ervisor. 


Four 
days’ 
attending 
ad ­ 
journed session........................ 
32 miles tra v el.............................. 


4 days’ second adjourned sess’u 
32 miles tra v el............................. 
List Town officers to C lerk........ 
M aking G rand Ju» y list............. 
24 days’ annual session............... 
32 m iles tra v el.............................. 
Cop ying ta x ro ll......................... 


S 
W AW ARSING. 
W al t e r S. Cox, Sup ervisor. 


To m aking and filing rep ort 
town officers.............................. 
To m akiug Grand Jury list.... 
To receiving and p osting elec­ 
tion notices .............•............... 
To cop ying tax roll ................... 
To 140 miles tra v el...................... 
To 24 days attending at an ­ 
nual session ............................... 


MARBLETOWN. 


H e r m an C r af t , Sup ervisor. 


125 IK 


$3 00 
3 ID 


3 00 
28 46 
11 2«) 


72 00 


$120 66 


$12 0 0 
1 GO 


1887. 
Dec. 14,15,16 and 17. To 4 days’ at ad ­ 
journed session........................ 
To 20 miles trav el........................ 
1888. 
. , 
Jau. 17, 18, 19. To 4 days a t sp ecial ses- 
12 00 
To £ 0 miles tra v el 
1 60 
March 8. To filing list of town officers... 
3 10 
Dec. 
To 24 day s’ attending sessiou of 
B o ard 
• • ■ 
, 2 00 
To 20 m iles tra v el 
1 60 
To cop ying tax roll of town — 
LSoo lin es. 
16 00 
To m aking Grand Jury list.... 
3 00 


ROCHESTER, 
J ohn H. Davis , Sup ervisor. 
18s~ 
Dec. 7, 8 and 9. To 3 days’ adjourned ses. 
slon............................................. 
• To 35 m iles tra v el........................ 
1888. 
Jan. 17,18and 19. To 3 days sp ecial ses­ 
sion ............................................... 
To 35 miles tra v el........................ 
M arch 9. To 1 day making list of town 
officers......................................... 
Sep t. 1. To cop ying tax roll...................... 
Nov. 13, 14, 15 and 16. To 4 days’ canvass­ 
ing and regular session... . 
Nov. 20, 21, 22, 21 and 21. To 5 days’ regu­ 
la r session.................................. 
Nov. 26, 27 and 28. To 3 days’ regular ses­ 
sion ............................................ 
Dec. 3 to 8. I o 6 dav s’ regular sessiou 
To 35 miles trav el, going and 
com ing.......................................... 


$122 80 


*9 00 
2 80 


0 (X) 
2 80 


3 00 
16 73 


12 CO 


15 00 


9 00 
18 00 


2 80 


$100 13 
LLOYD. 
Irving Deyo , Sup ervisor. 
1887 
Dec! 18, 14,15,10. To 4 days' adjourned 
session............................................. 
To 40 miles trav el........................ 
1888. 
Jan! 17,18, 19. To 3 days’ sp ecial session 
To 40 m iles tra v el........................ 
To list town officers to Clerk .. 
Tu m aking Grand Jury list. .. 
To 24 days’ session of B oard... 
To 40 miles trav el 
.......... 
To cop ying tax roll and enter: 
ing descrip tion of resident un­ 
p aid and non-resident tax ... 


Meh, 12. 
Nov. 
Dec. 7. 


$12 00 
8 20 


9 00 
3 20 
3 CD 
3 00 
72 00 
S 20 


1887. 


GARDINER, 
A. L. F. Deyo , Sup ervisor. 


Dec. 13,14,15,16. To adjounred session 
4 d a y s ............................................. 
To 50 miles trav el a t 8 c............. 
1888. 
Jan. 17, 18,19. To session on 
County 
House ............................................. 
To 50 m iles trav el........................ 
To cop ying tax roll..................... 
To m aking Grand Jury list — 
To 24 days at annual session... 
To 50 miles trav el........................ 


$12 00 
4 00 


$118 00 
ULSTER. 


L or e nz o D unniuan 
, Sup ervisor. 
1888. 


Dec. 24. To 21 days’ annual session 
$72 00 
To 4 m iles trav el.......................... 
32 
To list town officers to Clerk .. 
8 00 
To m aking Grand Jury list 
8 00 
To cop ying tax rolls 
16 00 


$94 32 
NEW-PALTZ. 
Jo siah J. H anb r ouc s 
, Sup ervisor. 
Dec. 18,14, 15,17. To adjourned session,, 
$J2 00 
To 34 miles trav el 
2 7» 
Jan. 17. 18.19. To 3 days’ session on new 
Poor H ouse 
9 00 
To 34 miles trav el 
2 72 
To 1 day cop ying non-resideut 
land for Collector, to be re­ 
turned to County T re asure r... 
3 00 
March. 
To m aking and filing rep ort 
tow n o ffic ers.................................. 
3 0D 
Nov. 
To cop ying tax roll and enter­ 
ing descrip tion of returned 
taxes of resident and non-res- 
dent tax la n d s ............................. 
19 45 
To m aking Grand Jury lis t.... 
3 CD 
To 21 days at aniihal sessiou... 
72 00 


To 84 miles travel 
............... 


C LIVE. 
J ames McMil ijn, Sup ervisor. 
1887. 
Dec. 13 to 17, inclusive, to 4 dav s' ad 
jourued session.......................... 3 
To 30 miles trav el............... 
... 
1888. 
Jan. 
To 4 d ays’ second adjourned 
session......................................... 
To 30 miles tra v e l.. . 
March 9. M aking list of town officers ---- 
Sep t. 
Cop ying ta r roll and entering 
descrip tion 
of 
non-resident 
lands and p rop erty on which 
taxes of 1887 were unp aid 811 
lines................................................ 
Nov. 
M akiug Grand Jury list .............. 
“ 
To 24 duys at regular session.. 
To 30 miles trav el 
........... 


2 72 


$126 61 


12 00 
2 40 


12 0 0 
2 40 
3 00 


11 11 
3 00 
72 U0 
2 40 


$ 
120 31 
HARDENBERG. 
IL H. Molyneaux 
, Sup ervisor. 
1888. 
Nov. and Dec. To m aking rep o it or re­ 
turn of town officials.................$ 
3 (X) 
To G rand Jury list 
3 uu 
To 24 d ay s’ annual session .. 
72 00 
To 110 miles- trav el 
8 89 
To cop ying assessm ent roll, 
non-resident tax, e tc 
14 00 


SHANDAKEN. 
J oseph H. Kiseley, Sup ervisor. 


8 
100 80 


itec. 
To 4 days’ adjourned session. 
$3 ................................................ $ 
12 09 
To 60 m iles’ travel, 8 c ................ 
4 SO 
188). 
Jan. 
To 4 day s’ adjourned session.. $ 
12 00 
To 00 m iles’ t rav el...................... 
4 80 
March. 
To m aking return to Clerk of 
T o n n officers............................ 
3 00 
Nov. aud Dec. To 24 days’ regularsession 
72 00 
To 60 miles travel ...................... 
i SO 
To uinkiug Grand Jury lis t.. 
To m akiug p oor rep ort and fil­ 
3 09 


ing sam e..................................... 
4 00 
Dec. 
To exp enses, etc., at Comp trol­ 
ler’s office................................. 
To cop ying assessm ent roll and 
inserting returned resident 
and 
non-resident lands in 


7 09 


original and cop y.................... 
IS 00 


$ 
HURLEY. 
Rufus Smudus , Sup ervisor. 


145 40 


I8S7. 
Dec. 
To 1 days’ attei)danee at ad-^ 
joum ed session........................$ 
12 00 
To 12 nules trav el........................ 
96 
1888. 
Jau. 
To 4 days’ second adjourned 
session......................................... 
12 00 
To 12 miles travel ...................... 
96 
March. 
To list town officers to Clerk.. 
3 00 
To m aking Grand Jury list — 
3 00 
Nov. 5. 
To 21 d ays’ annual session .... 
72 IK) 
to Dec. 
To 12 miles tra v el...................... 
96 
To cop yiug tax roll.................... 
17 09 


$ 
121 97 
PLATTEKILL. 
II. W. S utton , Sup ervisor. 
1887. 
Dec. 14, 15. 16 and 17. To 4 days' ud- 
jourued session.........................$ 
12 00 
To 50 miles trav el...................... 
4 00 
’ 1888, 
Jan. 17, 18, 19. 20. To 4 days' a Ijourned 
session 
12 00 
To 50 miles trav el........................ 
4 (X) 
Mar. 13. To m aking Clerk list for town 
offices.......................................... 
*300 
Oct. 16. 
To m akiug Grand Jury list . .. 
3 00 
To cop ying tax roll .................. 
12 00 
To m aking p oor re p o rt. 
3 
00 
Nov. and Dec. To 21 days’attending 



ses­ 
sion ...................... * 
72 00 
To 50 miles trav el 
4 00 


$ 
129 00 


1881. 
Dec. 
Dec. 14. 
Dec. 15. 
Dec. 16. 


1888. 
Jan. 3. 


Jan 17. 
Jun 18. 
Jan. 19. 


SAUGERTIES. 
U riah Van Etten. Sup ervisor. 


To services os Sup ervisor 
To 1 day adjourned session... .$ 
3 (0 
To 1 day adjourned session 
.. 
3 < * 
To 1 day adjourned session 
3 00 
J o 21 miles trav el................. 
1 
92 


To 2 days’ meeting Com. on Jail 
6 00 
To exp enses for abov e........ 
3 
( ) 
To 1 day adjourned session ... 
3 00 
To 1 day adjourned session 
. 
3 no 
To 1 day adjourned si ssiou.... 
3 00 
To 24 miles trav el ...................... 
1 92 
To rep ort of town offices 
3 (9 
To m akiug Grand J u iy list 
.. 
3 no 
To cop ying tax ro ll............. 
49 
41 


$ 
86 35 


Nov. 13 to Dec. 8. To 23 days' regular 
session......................................... 
To 21 miles trav el........................ 
09 00 
1 92 


$ 
157 
[To lie continued in subsequent issues. 


S P E C IA L B U SIN E SS N O T ICES- 


“I hav e thee on the hip ." cried rheum atism seiz­ 
ing his victim and tossing him on a suffering bed. 
“ Not so,” he cried, “ not so ! W ait, my ancient foe, 
just five m inutes, until the boy brings a bottle of 
Salvation Oil, tiien we’ll see who wins the day .” 


WORTH KNOWING. 
Mr. W. H. M organ, m erchant, D ike C'ity, Fla., was 
taken witli a severe cold,attended with a distressing 
cough and running into consum p tion in its first 
stages, 
lie tried m any so-called p op ular cough 
remedies and steadily grew worse. Was reduced in 
tlesh, had difficulty in breathing and was unable to 
sleep . Finally tried Dr, King's New Discovery for 
Consump tion and found im mediate relief, and after 
using about a half dozen bottles found him self well 
and lias had no return of tiie disease. No other 
rem edy can show so grand a record of cures as Dr. 
King’s New Discovery for Consump tion. G uaranteed 
to do just w hat is claimed for it. 
l’rial bottle free at 
Vun Deusen Bros', aud F. J. R. Clarke’s drug stores; 


FOR LADIES ONLY. 
Ladies—why is it, that when your husband or your 
children are ill. you consult the best p hysician at 
once, care for them day and night, w ear yourself 
out with sleep less watching, and never begrudge 
the heav iest doctor’s bill, if only tbe dear ones 
are restored to health; while day after day, week 
after week, you endure that dull p ain in your back 
—th at terrible “dragging-down” sensation—and do 
absolutely nothing to effect a cure ? In a few years 
you will be a help less invalid, and soon your broken­ 
hearted husband and motherless children will fol­ 
low you to tiie grav e. Perhap s delicacy p revents 
you consulting a p hysician—but even this is not 
necessary. Poor sufferer, tell your husband how 
miserably you feel p erhap s you never did—and 
ask him to stop to-night and get you a bottle of Dr. 
Pierce's F av orite Prescrip tion. It has cured thou- 
sauds of women suffering from w eaknesses and 
com p laints p eculiar to your sex. 


A great m any p eop le have used uo o ther kind for 
years. 
Hop Piasters give satisfaction. 


One of m y children, about nine years old. had a 
very bad discharge from her head and nose of a 
thick, yellow ish m atter. We had two p hysicians 
p rescribe for her, but w ithout benefit. 
We tried 
Elv’s Cream Balm, and much to our surp rise iu 
three days there was a marked im p rovement. In a 
short tim e the discharge was ap p arently cured.—O. 
A. Cary, Corning, N. Y, 


Dr. Sage's C atarrh Remedy cures when every 
other so-called rem edy fails. 


LADIES WHO BLOAT. 
W hat a great num ber there are; how uncom fort 
able it m akes them ; it is alm ost imp ossible for those 
afflicted to enjoy life. In my p riv ate p ractice I have 
always found Sulp hur Bitters to be the best remedy. 
All who are thus troubled should use it. 
Mrs. Dr- Chtlds , Boston. 


There is a m an of our town and he was won­ 
drous wise. He jum p ed into a bram ble bush and 
scratched out both eyes. And when he saw his 
eyes were out, 
with all his m ight and main. 
He bought a bottle of Salvation Oil, and rubbed 
them in again. 


WHY W ILL YOU cough wnen Shiloh’s Cure will 
give im m ediate relief. Price 10 ots., 50 eta. and $1. 
Sold by Frederick J. R. Clark. 


You hardly realize that it is medicine, when tak­ 
ing C arter’s L ittle Liver Pills; they a te v ery small; 
no bad effect; all troubles from torp id liver are re: 
lieyed- by their use. 


TH E REV. GEO. H. THAYER, ot Bourbon, Ind. 
says: “ Both m yself and wjfe owe op r lives to SHI­ 
LOH’S CON SUMPTION CURE. 
Sold by Frederick 
J. R. Clark. 


BUCKLAN’B ARNICA SALVE. 
The best salve In the world for Cuts, Bruises, 
Sores, U lcers, Salt Rheum, Fever Sores, Tetter, 
Chap p ed H ands, Chilblains, Corns, and all Skin 
Erup tions, and p ositively cures Piles, or no p ay re­ 
quired. It is guaranteed tc give p erfect satisfaction 
or m oney refunded. Price ‘25 cents p er box. For 
sale by F. J . R. Clarket id E. W. Knap p . 


RINGING NOISES 
m the ears, som etim ?s a roaring buzzing sound are 
caused by catarrh , that exceedingly disagreeab'e 
and very common disease. Loss of smell or hearing 
also result from catarrh. H ood’s Sarsap arilla, the 
great blood p urifier, is a p eculiarly successful rem ­ 
edy for this disease, which it cures by p urifying the 
blood. If you'suffer from catarrh try Hood s Sarsa­ 
p arilla, th e p eculiar medicine. 


MARRY YOUR SONS WHEN YOU W ILL, YOUR 
DAUGHTERS WHEN YOU CAN, 
But in either case counsel them to use nothing but 
Hop O intm ent for chap p ed hands and lip s, sore 
nose, cold cracks and rough, p im p ly skin. Never 
fails. All druggists, 25 and 50 cents, or m ail stam p s 
to Hop Co., New-London, Conn. 


TOLD BV A DENTIST IIEI1E. 


W H IS K E Y A N D “ LA U G H IN G G A S ” 
N O T MIX W ELL. 
DO 


A P a ti e n t w h o M ad e L iv e ly W o rk fo r an 


E x tr a c to r o f T e e th fo r a M in u te o r 


T w o —W h e re M uscle w as N e e d ­ 


e d fo r a S tro n g M an . 


About as bad as a bull in a cliina shop . —Franks. 


A deutist here relates the following : “ One 
afternoon while in my office a stalw art man 
came and inquired : ‘Can you give me gas ? 
Got a tooth 1 want p ulled.’ 
‘ Yes.’ 
‘ Let’s 
have it, then.’ 
lie was evidently suffering 
from toothache, so, after an exam ination. [ 
p ut him under the influence of gas and p ulled 
the tooth. 
I turned to lay my instrum ent 
down, when the man sp rang at me with the 
fierceness of a tiger. 
‘ I aint down yet,’ he 
shouted. 
I grabbed him and p ut him back 
in the chair. 
The moment I released him he 
sp rang at me again, again rep eating : ‘ You 
haven’t downed me y e t!’ 
I found I was in 
for it and I took a grip in his shirt front and 
hack of his collar, and after astruggle I threw 
him in the chair, but not until his coat was 
torn from skirl to collar. The m m recovered 
his senses then. 
It seems before lie came to 
the office he had been trying to drown the 
p ain by drinking whiskey, aud gas and whis­ 
key, you know, do not agree well. After ex­ 
am ining his coat he asked what had hap p en­ 
ed, 
I exp lained. 
lie looked at me in astou 
ishment and said : ‘ You are a p owerful man. 
I want you to understand it takes a man to 
handle me. 
You are the first man who was 
ever able to do it.’ 
He seemed to have for­ 
gotten all about the tooth and was much 
more imp ressed with the fact that he had 
lieen p ut down p retty hard in the chair, 
lie 
rep eated as he step p ed out of the door ‘You’re 
a p owerful strong m an.’ ” 


L im e -S tre e t, N e a r A th e n s . 
A “ Basket Meeting” will be held in the M. 
E. Church on Sunday. January 13. 
There 
will he three sessions, m orning, afternoon 
and evening. 
The Presiding Elder w ill be 
p resent. 


H u n te r N o tes. 
The new engine for the chair factory is be­ 
ing p laced in p osition. 
The members of Ellsworth Camp , No. 00, 
Sons of Veterans, will give an oyster sup p er 
at Headquarters, Monday evening. 


K e rlio i.ks o n . 
Six business men here have each erected a 
amp which are lighted on dark nights. 
Rep airs to the canal and lock here now 
gives emp loyment to a num ber of men. 


G te n fo rd . 
Mrs. John Moore, who had been ill for 
some time p ast, died at her home last F ri­ 
day morning. 


K ru m v ille . 
A singing school will soon be commenced 
here. 


SP E C IA L B U S IN E SS N O T ICES. 


NVhen the blood is im p ure, thick, and sluggish, cr 
thin and im p overished, there can be no health. 
With these conditions, all the functions of the body 
are im p aired, and tiie result is a v ariety of danger­ 
ous com p lications. 
The best rem edy is A yer's 
Sarsap arilla. 


SHILOH'S CATARRH R EM ED Y -A p ositive cute 
for C atarrh, D ip htheria aud C anker Mouth. Sold by 
Frederick J . R. Clark. 


NEVER CONCLUDE 
That a fresh cough “ will get well of itself in a 
few days.” It may do so, and on the other hand, 
by neglecting it. one may lay the foundation of 
une incurable p ulm onary or th ro at trouble. 
Dr. 
David Kennedy's Cherry Balsam will relieve the 
cough alm ost im m ediately; and p revent its becom ­ 
ing seated. In case there is any soreness of the 
th ro at and chest, ap p ly Dr. K ennedy’s Golden 
Drop s, whieti is the finest external rem edy obtain­ 
able. The Balsam is a p rep aration long used by the 
p rop rietor in liis extensive p riv ate p ractice and con­ 
tains several ingredients, the mode of com bining 
which witli others before in use. is liis sole discov­ 
ery; the scientific union of tlie whole form ing a 
more nearly infallible sp ecific for all ailm ents of 
the lungs, th ro at and air p assages th an has ever 
been given to the p ublic. 


ADVlCS TO MOTHER'-. 
Are you disturbed a t night and broken of your 
rest by a sick child suffering and crying with p ain 
of cutting teeth 1 If so, send a t once and get a bot­ 
tle of Mrs. Winslow's Soothing Syrup for children 
teething. Its value is incalculable. 
It will relieve 
the p oor little suffer im m ediately. Dep end up on 
It, m others, there is no m istake about it. 
It cures 
dysentery and d ia rrh ea, regulates the stom ach 
and bowels, cures wind colic softens the gum s, re­ 
duces inflam m ation, and gives tone and energy to 
the whole system. 
Mrs. Winslow’s Soothing Syrup 
for children teething is p leasant to the taste, a.id is 
the p rescrip tion of one of the oldest and best fe 
male nurses anil p hysicians in the United States, 
and is for sale by all druggists throughout tbe 
world. Price 25 cents a bottle. 


FOR DYSPEPSIA and Laver Comp laint, you nave 
a p rinted guarantee on every bottle of Shiloh’s Vital- 
Izer. It nev er falls to cure. Sold by Frederick J. R. 
Clark. 


A FAMILY GATHERING. 
H ave you a fath er ? Have you a m other? H av e 
you a sou or daughter, sister or a brother who bos 
not y et taken K em p ’s Balsam for the Throat and 
Lungs, the g uiranteed rem edy for the cure of 
Coughs, Colds, Asthma, Croup and all Throat and 
Luug troubles ? If so. why f when a sam p le bottle 
Is gladly given to you free by any druggist aud the 
large size costs only 50c and *1,00. 


AliF. YOU MADE miserable by Indigestion, Con­ 
stip ation, Dizziness, Loss of A p p etite, Yellow Skin ? 
Shiloh's Vitalizer is a p ositive cure. Sold by Freder­ 
ick J. R. Clark. 


_iiiiiNiiiiiiiiiiii(iimiiiiiiiiiiiiiiiiiiuiiiii)iiiiiitiiiiiiiiiiiiiiiiiiiiiiii>iiiiiiiiiiiiiiiiiiiiiii'iniiiiiiii||iiiii>ii"ll 
IHOLIDAY PRESENTS! 


P R IC E S L O W E R T ilA N _E V E R ." 


I H A IN E S BROS. 
I PEEK & SON 


I S T E R L IN G 
I BAUS 
PIANOS 
PIANOS j 


lawiYiAMUN p i anos ! 


I ORGANS O T &HAMLIN j 


1 / YT ) 
n A A J Q STERLING. 
I U 
ì A Y J I Y Y E N O PA LA CE 


’HANDS AND OIHiANS. 


I Of all Makers furnished. 


I Sheet Music and Music Books. ¡ 


Pianos and Organs Tuned and Rep aired. 
| 


S E C O N D Ü-AND P I A N O S C U E Â P J 


E . W I N T E R , ! 
I 
Opera Ho use, King sto n, N. Y. 
i 


^niltlinilllIlinni!ltlllllllflllllllllllllll!IIIHIIil!illlllHIIIII)llllll1IIIIIMIII<lliMIUlli!IH!t!ll1IHI>lllll!llll!tltli.- 
“J U V E E N ” 


Overthrows Dysp ep sia 
Buy a box of “JUVEEN” 25c. and mail the outside 
wrap p ei to Hamilton Chemical Co., P. O. Box 1864 
New-York, and you will receive FR EE 25c. w orth of 
charm ing Photograp hs for fam ily entertainm ent— 
foreign views, celebrities, etc. 
W hat is JUVEEN ?” 
“JU V EE N " is a p urley v egetable and absolutely 
harm less com p ound of five substance in the form of 
little sugar coated p ills. 
“JU V EEN ” is scientifically p rep ared and com­ 
bined a -ter the recip e of the m ost fam ous sp ecialist 
living, for the cure of Constip ation and Indigestion. 
For sale a t druggists or address the p rop rietors. 


ALL-:-SKIN-:-DlSEAS£ S 


^.p d Uloers qf ev er^ kind^ are guaranteed to be 


A B I S I U M 


The only Sp ecific for Contracted and Constitutiona 
Blood Diseases. 
Sp ecialist Physicians 
U rethra 
Rectum or S um ach Remedies or Asabel, Miuera 
Sp ring W ater are guaranteed to cure abandoned or 
hop eless Geuito-Urinary D iseas.* and weaknesses. 
Treatise 
and old doctor’s adv ise free. 
M .dica 
B ureau, Broadway and Reade-street, New-York City, 


IN TH E SUPREM E C O U R T -T H IR D JUD ICIR 
X D ep an merit. 
Pursuant to § 232 of the Code o 
Civil Procedure, S tate of New-York. the undersigned 
Justices of the Sup rem e Court, resident in the Third 
Judiciul D ep artm ent, do hereby ap p oint the tim es 
and p laces of holding Circuit Courts, and Courts of 
Oyer and Term iner, and Sp ecial Terms, within said 
Third Judicial D ep artm ent for 1888 and 1669, com ­ 
mencing on the first day of Jan uary , eighteen hun­ 
dred and eighty-eight, and do assign justices to hold 
said Courts a* follows, as the sam e are contained in 
the annexed list of assignm ents for fhe Third Jud i­ 
cial District 
Circuit Courts and Courts of Oyer and Term iner. 
A lb any . 
Second Monday in J a n u a ry ............. 
...........Mayham 
First M onday in M arch...................... 
...........Parker. 
First M onday in M ay............................ ...........Edw ards 
First M onday iu O ctober .................... 
.......... M ayham 
F irst M onday in Decem ber 
...........Parker. 


C ol um b ia . 
Third M onday iu J a n u a ry ................... ...........Edw ards 
Second M onday iu Ap ril .................... ...........F.dwards 
Third M onday in O ctober .................. 
......... Parker. 


G kkknk 
. 
Third Monday in F ebruary .............. 
...........Edwards. 
First Monday in M ay.................... 
...........Mayham. 
Second M onday iu December ........... .......... Parker. 


K s ns s e l ae r . 
Second Monday in F ebruary ......... 
. . . 
51 ay lia n i. 
Third Monday in M ay.................. 
.........M uÿ haui. 
Third Monday in S e p te m be r............ 
.........Parker. 
Second M onday in N ovem ber ........... 
.........Kdw ards. 


S c hohar ie 
. 
Second Monday in Jan uary 
......... 
.........Edw ards. 
Third Monday in Ap ril ...................... 
....... M ayham. 
Second Monday in O ctober ................ 
......... Edwards. 
S ul l ivan . 
Fourth 51 onday in May 
.................... 
.........Parker. 
Fourth Monday in S ep tem ber........... 
.... Edwards. 
Second Monday in Decem ber ........... 
......... Mayimtn. 
Ul-STEK. 
Second Monday in F e bru a ry . ............ 
....... Parker. 
Second Monday in Ap ril ....... ........ ......... Parker. 
Second Monday in Juue ...................... 
. .Edw ards. 
Fourth Monday in N ov em ber ............. 
.........51ayham. 
S i’KC'i.vi. T e r m s, f or M ot ions O nl y , 
at C it y H al i ., 
A ubany . 
Last Tuesday of J a n u a ry ..................... .........M ayham 
I.ast Tuesday of F e bru a ry ................ 
.........Parker. 
Last T uesday of M a rc h ...................... .........Edw ards. 
I^ist Tuesday of A p ril........................... .........Mayham. 
I-ast Tuesday of M ay............................. .........Edwards. 
I^ist Tuesday of J u n e ............................ .........Parker. 
Ijist Tuesday of J u ly . .......................... 
. 
Edwards. 
L ast Tuesday of August......................... ......... Mayham. 
I ais I Tuesday of S cp te u ilie r............... ......... Parker. 
la s t Tuesday of (ictober ...................... .........Edw ards 
Igist Tuesday ill N ovem ber ................. .........Parker. 
l,ast Tuesday in D ecem ber .................. .. . 
Mavliuin. 
Sp ecial Term s for m otions and argum ent 
of dem urrers at Cham bers, when Judges 
are not otherw ise assigned or engaged, 
aud then only in causes triable in tiie 
Third Judicial D istrict, will be heard as 
follows : 
irst Monday of ev ery m outh excep t Ait 
gust, at Trc >y 
.....................................Ed wards. 
Second Saturday of every month excep t 
A ugust, a t K ingston ................................. 
Parker. 
Third S aturday of every month excep t 
July end A ugust, at C atskill .....................Parker. 
.nst S aturday of ev ery month excep t Au­ 
gust, at Schoharie..........................................Mnyham. 
First S aturday of ev ery month excep t 
July aud A ugust), at H udson ....................Edw ards. 
i'» ted A lbany, Decem ber 29 ,1SS7. 
Alton B. I'arllu , 
Stephkn L. Mayham , 
Samuel E dwaiids . 
Justices of the Sup rem e Court “ 
GIRARD L. M'ENTEE, 
Fire Insurance, 


Representing among otbersjthe 


North British and Mercantile 


1 n h u r a n c e C o m p a n v 
W ith assets of over 
$3,000,000 


anover lire insurance] Co., 


O l N e w -W o rk . 


—TH E— 
“OLD aETNA” OF IIA RTFORD, 


With an honorable record in this town since 1852 
luring which tim e they have p aid #2 0 0 , 0 0 0 for 
losses incurred in this City and vicinity besides 
many others, am ong which is $2.000.(00, p aid for 
Chicago’s big lire before the smoke cleared aw ay. 


PIKENIX OF HARTFORD, 


Who lias Been Here Since iS5G. 


E V E R Y FA C IL IT Y 


—F O R - 


Joing All Kinds of insurance 


—ESPECIALLY— 
Fire and Marine 


n com p anies of the highest 
ch aracter 
whose 
silicies 1 offer for saie 
. ...g to the assured full 
p rotection. 
G irard L. Me’Entee 


HI). 4 .11M0M1ME, RONOOIT, H, V. 
Telep hone call 3. 
M A Y E R W E IE 


Ha s remo v ed to the new sto re 


i:ljo ining A. Ilicc, Ko . 10 Unio n- 


iv enue, where he will be pha sed to 


see his ma ny pa tro ns. 
We will 


ha v e better fa cilities fo r 
o ur in­ 


crea sing business, 
a s 
o ur new 


sto re is much la rg er 
a nd better 


ida pted to the Dry Go o ds business. 


To ma ke business liv ely 
fo r tbe 


usua lly dull mo nths we sha ll ma ke 


ma ny reductio ns in prices. 
Co me 


md see the ba rg a ins we sha ll o tfer. 


Tha nking y o u fo r y o ur pa tro na g e 


in the pa st we ho pe y o u will co n­ 


tinue to g iv e us a libera l sha re o f it 


in the future. 


Weil’s Ba rg a in Sto re, 


No . 16 Unio n-a v enue, nex t do o r to 
A. Rice. 


H O L I D A Y 


A n n o u n c e m e n t 


J n buy ing g o o ds fo r tiie ho lida y s 
we sho uld remember tha t the pre­ 
sents mo stly a pprecia ted a re tho se 
tha t will be o f so me use to tiie re­ 
cipient. 
I ha v e g iv en pa rticula r a t­ 
tentio n to the selectio n o f my ho li­ 
da y g o o ds this sea so n a nd ha v e the 
kirg est a sso rtment o f the fo llo wing 
g o o ds ev er sho wn in this City : 
Go ld, Silv er a nd pla in ha ndle Ca nes 
a nd 
Umbrella s, 
Fur. 
Plush a nd 
Clo th Ca ps, Fur, IUickskin a nd Kid 
Glo v es a nd Mittens. 
Ev ery kind o f 
La dies’ a nd Gent's Slippers, Hig h 
Cut 
Butto n 
Ov ersho es, 
Alfred 
Do lg ’s celebra ted Felt Sho es a nd 
Slippers, Kno x Ha ts a nd a full line 
o j 
Bo o ts, 
Sho es 
a nd Ha ts. 
It 
wo uld !><* difficult fo r y o u to find a 
better list to select fro m. 
And the 
pla ce to buy chea p is a t the sto re o f 


EDWARD T. STEELE, 


Successo r to Sila s 11. Da v is, 


5 4 W all-S t., Kingston. 
SPOKE & E I/flN G 


No. 8 Wal 1-Street. 


Are o ffering g o o ds to -da v chea per 
tha n ev er o ffered in this City befo re. 
J ust think o f it Printed Tea Set 5 0 
Pieces, sJ .EY Printed Dinner Set 
Uo Pieces, spi.o o , Printed To ilet 
Set 10 Pieces, $5 .25 , French China 
I-‘inner Set 
PE Pieces, 
$'20.o o , 
French China Dinner Set 114 Pieces, 
sJ o .OO, Ha ng ing La mps fro m $2.5 0 
to $12.00. Finest Deco ra ted Va se 
La mps a nd Sha des to Ma tch, $3 .00. 
Va ses a nd fa ncy a rticles in g rea t 
v a riety . 
All kinds o f 


Carriage, and H o u s e F a i n t s. 


LEAD AND OIL. 


Pa tent medicines a nd drug s o f a ll 
kinds a nd ma ny thing s tha t ca nno t 
be mentio ned here. 


Sp o re & Ri 11 i n g 


No. 8 Wall-St., Kingston. 


[V-“ ();-i|rrs solicited from a 1 p arties and goods in 
stock ready for si ijmioiit. 
J. N. RRENGEE, 


P h o t o g r a p h e r, 


9 Wa ll-street, King sto n, N. Y 


Cabinet i'liotograp lis 


$1.50 P E E D O ZEN 


15,000 
Negatives made by Edw ard Lewis 
nre in my p ossession. 
Dup licate p rints from the same can be liad 
at any time. 


J. X. D U E X G E L 


9 W all-S tre et. 


NOTICE TO BUILDERS. 
E . B . C O U T A N T , 


M anufacturer of and*I,’ealer in 


Ground Lime. Gray Shell 
Lime Stone, P itt and 
Building Sand. 


W o r ks a t W il bu r , U lste rC o ., N. Y 
« 
P arties desiring anything in the above line wit 
find it to their interest to address the m anufacturer 


E. B. C O U T A N T 


Post Office address 
Kingston, N. 


G o l d a n d S i l v e r 


Watches, Chains, 


Charms, Jewlery, etc. 


M E T A L 
S K Y L I G H T S . 


Made of galvanized iron and cop p er. 
Ab­ 
solutely no leakage from any source, no drip ­ 
p ing or sweating, fire-p roof, ventilating. 
Galvanized iron and cop p er cornices and 
gutters. 
Sheet metal 
work for buildings. 
Send for illustrated circular. 
E. VAN NOORDEN A CO;, 


3 8 3 H a r r i s o n - A ve., B o sto n , M a ss 


F R E N C H C H I N A . 


Buy of the im p orters and save 25 p er cent, on each 
p urchase. 


French Tea S ets 
$ 4 50 and up w ards 
French Dinner S ets........................ 10 00 and up w ard 
English Dinner Set?........................ 10 50 aud up w ard 
English Tea S ots.............................. 
& 00 


I will not be undersold. 


NATHAN K. GRIFFIN, Impo rter. 


SW ART'S RESTAURANT, 
. 


COR. WALL and JOUN-SIREETS, KINGSTON. 


• -A T— 


B 
O 
N 
D 
’ 
S 
, 


Oppo site Po st Office, 


John-St., Kingston, N. Y. 


C H I C H E S T E R ’S E N G L IS H 
PENNYROYAL PILLS 


Red Cross Diamond Brand. Original, best, only 
genuine and reliable p ill for sale. 
Never fail. 
Ask 
for Chichester's English Diamond Brand, in red m e 
talie boxes, sealed with blue ribbon. 
At druggists 
A ccep t no other. 
All p ills in p asteboard boxes,p ink 
w rap p ers a re a dangerous counterfeit. Send 4 cents 
[stam p s] for p articulars and “ Relief for Ladies," in 
letter, by return mail. 
10,000 testim onials from 
ladies who have used them , Name p ap er. 
C H IC H E S T E R C H E M IC A L CO., Madison Sq., 
Phila., Pa 
TO A D V E R T I S E R S . 


A list of 1,000 new sp ap ers divided into States and 
sections will be sent on ap p lication—FRISK. 
To those who w ant their adv ertising to p ay we 
can offer no better medium for thorough and .effec­ 
tive work than the various sections of our select 
local list. 
GEO. P. ROWELL & CO. , Newsp ap er 
A dvertising B ureau, 10 Sp ruce St., N. Y. 


THE KINGSTON DAILY FREEMAN, THURSDAY EVENING JANUARY 10,1889. 
Best Cough Cure. 


For all the diseases of the Throat and 
Lungs, no remedy is so safe, speedy and cer­ 
tain as Ayer’s Cherry Pectoral. An indis­ 
pensable family medicine. 
“I tind Ayer’s Cherry Pectoral an invalu­ 
able remedy for colds, coughs und other ail­ 
ments of the throat and lungs.”—M. S. Ran­ 
dall, 204 Broadway, Albany, N. Y. 
•‘I have used Ayer's Cherry Pectoral for 
bronchitis and 
Lung Diseases, 
for which I believe it to be the greatest medi­ 
cine in the world.”—James Miller, Caraway, 
N. C. 
“My wife had a distressing cough, with 
pains in the side and breast. We tried vari­ 
ous medicine's, but none did her any good un 
til I got n bottle of Ayer’s Cherry Pectoral, 
which has cured her. A neighbor, Mrs. 
Glenn, had tlic measles, and the cough was 
relieved by the use of Ayer’s Cherry Pectoral, 
I nave no hesitation in recommending this 
medicine.”—Robert Horton, Forman Head­ 
light, Morrillton, Ark. 
“Ayer’s Cherry Pectoral cured me of a 
severe cold which had settled on my lungs. 
My wife says the Pectoral helps her more 
than any other medicine she ever used.”- 
Euos Clark, Mt. Liberty, Kansas. 
Ayer’s Cherry Pectoral, 


PREPARED BY 
Dr. 
J. C. Ayer & Co., Lowell, Mass. Sol 
byallJDruggists .Price $1;six bottles, $5.d 


OH! MY HEAD!! 
Suffering o f a N ew Jersey Senator—D ysp ep­ 
sia, Sick H ead ach e—T errible T hings. 
W hen the stomach is torpid it soon becomes clog­ 
ged with half digested m atters, the blood becomes 
v t iited and foul; the other organs fail to act nor­ 
mally and induces a train of symptoms, such as dys­ 
pepsia, sLk headache, dizziness, drowsiness, palpi­ 
tation of the heart, pain in the back, loss of appetite. 
“There are few things that I believe in with all my 
heart and it affords me pleasure to tell of one of 
them .” The speaker was ex-Senator Albert Merritt, 
head of the large fruit firm, ft! Park Place, N. Y., 
and the scene his office. “I was sick and feared I 
had become fated to endure the 
Tortures of Dyspepsia 
And a dangerous affection of the kidneys. A rela­ 
tive said to me, ‘Why don't you try Dr. Kennedy’s 
Favorite Remedy, made at Rondout, N. Y.’ X did 
so. I grew steadily better. I could eat, digest, 
sleep, and work with a clearer head and the yellow 
color of my skin had given place to the tones th at 
announce pure blood and every organ of the body in 
healthy action. Dr. Kennedy’s Favorite Remedy 
entitled to the credit of saving my life. If any one 
has a doubt about the truth of my statem ents let 
him write to me. I can give you the names and ad 
dresses of fifty persons who affirm, as I do, that 
* Favorite Remedy ’ has been to them a help and a 
blessing In tim e of need.” A. DeRevere, Tarrytown 
N. Y., says: “ For a long tim e I was troubled with 
severe attacks of dizziness and 
Blind Sick Headache 
Due to impure blood and a disordered state of the 
system. I was advised to try Dr. Kennedy’s Favor­ 
ite Remedy, of Rondout, N. Y. I did so and have 
been completely cured. It’s the best thing I ever 
heaixl of for any disorder of that nature and I have 
recommended it to m any with like successs.” Daniel 
Fitts, Taunton, Mass., says: “I recommend Dr. 
Kennedy’s Favorite Remedy for dysyepsia and sick 
headache. 1 suffered for many years with these 
complaints and was curNl by 
Dr. Kennedy’s Favorite Remedy.” 
Price $1.03. Prepared at Rondout, N. Y. 


R 
K 
Í E 
f 
r 
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Reliablojand justly Celebrated 


Family Medicines, 
Toilet Requisites,j 
Perfumes, etc. 


All of which are k*r*Hy guaranteed 
to giv 
entire satisfaction or they cost 
you nothing. 


H I K E R ’S 
EXPECTORANT 


Acknowledged by all who have used it to be tbe 
most wonderful cure In the world for Coughs and 
'""¡^warranted to cure any ordinary cough or cold 
or your money is returned. A pleasant, swift mid 
sun- cure for Coughs and Colds. 
If taken as soon as you feel that irritation or dry­ 
ness of the throat, occasioned by a cold, four to six 
«doses will cure. 
. , 
. . . 
It won't cure a horrible sore throat in one night, 
mor in fact will it cure anything in that sjiace of 
time. It takes at least a day or so to cure a cold, 
(but 
, IT GETS THERE ALL THE SAME. 
Í 
’ 
It stops your cough almost at once, hut should 
you stop taking it after two or three doses probably 
your cough would return. One thing you can al­ 
ways be sure of: Long before you have emptied the 
bottle you will be “all O. K.” 
. 
As a trial of this truly wonderful medicine cor.ts 
inotbing,and as 95 cases out of every 100 will be cured 


NEWS FROM THE OUTSKIRTS. 


PU LSA TIO N S IN T H E A R T E R IE S OF UL­ 
S T E R ’S M ETROPO LIS. 


The R ecord in U lster and 
A djoining 
Counties—T etters A bout Farm and 
F iresid e—P ersonal M ention— 
C ountryside Chat. 


6 0 CENTS. 


Insist on having 
") j 
H I K E R ’S 
E X P E C T O R A N T 


And you are positively sure of cure. Do not al 
ow any one to persuade you otherwise. 
Sold by all dealers throughout the United States 
or will be sent free of charge to any part of the 
United States on receipt of price by 
WM. B. R1KER & SON, 


Druggists and Manufacturing Chemists, Established 
1846, at 858 Sixth-Avenue, New-York. Laboratories: 
S85 Washington-Street and 55, 5i and 59 Clarkson- 
J!f, Y ( 0 
Descriptive catalogue and price list mailed free 
°I8ee>tha?our trade mark is on all goods purport 
ag to be Hiker’s. 
• 


The chat of the countryside.—Holme». 
Correspondents ol this journal in near-by 
localities sent interesting budgets of news 
to-day. 
Their letters are annexed. T h e 
F r e e m a n desires to make this department os 
complete and comprehensive as possible, and 
to this end invites its readers iu places not 
represented by recular correspondents to 
promptly communicate by letter or postal 
card events and happenings. 


T H E H U D SO N RIVER AND INLAND. 
D igging Hnrsp U aillsli in January—A H udton 
Man D isap p ears- M all C arrier F ined. 
Hudson has a Ladies’ Duion Benevolent 
Society. 
There are many cases of pneumonia in 
Newburgh. 
Men who have ice houses that are filled be­ 
gin to estimate their possible profits. 
"William Horton, a Hudson uudertaker, is 
missing. He disappeared on Tuesday. 
The Eastern New-York Beekeepers’ Con­ 
vention will be held in Albany on January 
16. 
A Coxsackie citizen is digging horse radish 
this month, for the first time on a similar 
date. 
II. T. Wright, of the Walden Knife fac­ 
tory, has received letters patent for a new 
style of life boat. 
Houses in which there are scarlet fever 
cases at Middletown are designated by dis­ 
playing red fiugs. 
There is a difference of $2.50 between the 
fines in ltecorder’s Court at Newburgh and 
iu this City for “ drunks.” 
The name of Hon. B. Platt Carpenter, 
formerly of Poughkeepsie, is urged for Chief 
Justice of Moniana Territory. 
Jessie D., a daughter of General Alfred 
Nealie, of Goshen, will be married on Jan­ 
uary 17 to Bussell J. Straight, of Bradford, 
Pa. 
A mail carrier between Newburgh and 
Coldcnham was arrested, one day recently, 
for druukenness and disorderly conduct. He 
was fined $7.50. His name is Daniel Kadi- 
ker. 
A Port Jervis man got clear of a charge’of 
robbing a clothes line at Middletown, one 
day this week, by saying he was pulliug the 
clothes from the line with the intention of 
making himself a bed on the ground. 


A 
BU D G ET 
FROM 
SAU G ERTIES. 
Song Service—Im provem ents to a H all— 
H orse R ailroad Project. 
The building of a horse railroad to con­ 
nect with the West Shore station is talked 
of.The Song Service held in the Congrega­ 
tional Church, on Sunday, was conducted bv 
Elmer Myer. The Rev. J. Sharp made an 
address. The meeting of the Boys’ Branch, 
held at the same time, was attended by 25 
youths. 
General improvements have been made to 
tbe interior of Maxwell Hall. The old-time 
seats have been replaced by automatic fo'd 
ing chairs, with cushioned backs, and suffi­ 
cient space has been left around them for the 
comfort of the people who will use the 
chairs. 
All the evangelical churches are observing 
the Week of Prayer and meetings are held 
by the Young Men’s Christian Association 
after the meetings in the churches each even­ 
ing. Tin* meetings at the M. E. Church are 
largely attended and much religious interest 
is manifested. 


ST A M FO R D 
MEN 
AND 
M ATTERS. 
A P resent to a Sem inary—T alk A liout a 
New R ailroad fetation—Industrial. 
The new factory is being rapidly erected. 
The Stamford Postmaster has to handle 14 
mails each day. 
Stamford has a public library of nearly 
3,000 volumes. 
A new railroad station house may soon be 
erected in this village. 
The members of the Stamford Cornet Baud 
arc attaining proficiency iu music. 
Seventy teachers were examined by Com­ 
missioner Harkness at the Seminary, on Sat 
urday. 
Malcolm McNaught has neatly recovered 
from the injuries received duriiur the politi­ 
cal carapaiirn by a cannon exploding. 
I)r. Kensie, of New-York City, has pre­ 
sented Stamford Seminary with 75 silk worm 
cocoons of a very choice kind, whieli will be 
placed in tbe Entomological Museum of the 
Seminary. 


SO M E C H A T 
FROM K R IPPLEB U SH . 
Church Officers Klecfecl —W eek o f P ra y er- 
Good T em plars to M eet. 
A meeting of Excelsior Lodge of Good 
Templars will be held on Saturday evening. 
The Week of Prayer is being observed in the 
Methodist Church. Meetings are held every 
evening this week. 
Abner Osterhoudt and Melissa B. Davis 
were united in marriuge by tbe Rev. John B. 
Church, of Accord, on December 31. 
At the annual meeting of thcM. E. Church 
held Monday evening. January 7, the follow­ 
ing officers were elected: 
Peter R. Street 
President of Board of Trustees 
Blah Sm ith........................................-•.....................Secretary 
Thomas O. Osterhoudt.......................................Treasurer 
Peter R. Street.......................... Trustee for three years 


T u tt’s P ills 
C XT R E 
Malaria, Dumb Chills, Fever 
and Ague, Wind Colic, Bil­ 
ious Attacks. 
They produce regular, natural evacuations, 
never gripe or interfere with daily business. 
As a family medicine, tliey should be in 
every household. 
6 
SOLD EVERYW HERE. 
CONSUMPTION 


1 have a poolUve remedy for the a'wve diseased by 
U b use thousand* of cases of the worst kind and of 
Iona standing have been cured. Indeed, so strong is 
my faith in Its effleaey that I will send two bottles 
free together with a valuable treatise on this disease 
feo any sufferer. Give Express and Post Office ad- 


t T a . SLOCUM, M. C., M l P earl-St., N. T, 


U LST ER C O U N T Y S U P ERVISOR-.’ BiLLS, 
A udited at th e Sessions o f th e B oard, H eld 
R ecen tly In K ingston. 
Supervisors’ bills audited at the recent ses­ 
sions of tbe Board, held in Kingston, are as 
follows: 
KINGSTON. 
E dward Kearney, Supervisor. 
To 4 days’ attending adjourced 
session...............................................$ 
12 00 
To 12 miles travel......................... 
90 


1887. 
Dec. 


1888. 
Jan. 
To 4 days' second adjourned 
session....................................... 
12 
00 
To 12 miles travel......................... 
96 
March. To list of town officers to 
Clerk........................................... 
8 
00 
To making Grand Jury lii-t ... 
3 CO 
Nov. 5 to Dee. To 24 days annual session 
72 00 
To copying tax roll.............. 
10 
00 
$ 
113 92 
96 
To 12 miles travel. 
$ 
114 88 
D. S. Manchester, Supervisor. 
1888. 
Nov., Dec. To 21 days’ anuual session . 5 
72 00 
To 6 miles travel........................... 
48 
To Grand Jury lis t..................... 
3 CO 
8 
75 48 
Theodore Spore, Supervisor. 
1888. 
Nov. 5 to Dec. To 21 days’ attending an­ 
nual session...............................8 
To making Grand Jury list — 
72 00 
8 00 


1888. 
Morris Block, Supervisor. 
Nov. and D>-c. To 24 days’ attendance at 
regular session........................... 
To 6 miles travel........................... 
Nov. 
To making Grand Jury list — 


Geo. M. Brink, Supei visor. 
24 days at annual session 
8 
Makiug Grand Jury list............. 
* 
P. C. Fitzgerald, Supervisor. 
To 3 days' adjourned session.. 
To 6 miles travel........................... 
To 3 days’ adjourned session . 
To 6 miles truvel........................... 
Nov. and Dec. To 21 days' regular session 
To 6 miles travel........................... 
Nov. 
To Making Uratul Jury list — 


1888. 
Nov. 6 


1887. 
Dec. 
1888. 
Jan. 


872 00 
•18 
3 00 
$75 48 


72 00 
3 00 


$9 00 
48 
fl 00 
48 
72 00 
48 
3 00 
$94 44 
Chris roPHER C. Flannigan, Supervisor. 
Nov. and Dee. To 24 days’ attending au­ 
uual session..................................... 
872 00 
To 0 miles travel...................... 
48 
To Grand Jury list....................... 
3 00 
875 48 
DENNING. 
L. F. Bennett, Supervisor. 
1887. 
Dec. 
To 4 days’ attendance at ad­ 
journed session......................... 
$12 00 
To 150 miles travel....................... 
12 OU 
1888. 
Jan. 
To 4 days' second adjourned 
session ...................................... 
12 00 
To 150 miles travel....................... 
12 6 J 
March. To list town officers to Clerk.. 
3 01 
To making Grand Jury list ... 
3 00 
Nov. and Dec. To 24 days’ annual session 
72 00 
To 150 miles travel....................... 
12 00 
To copying tax roll..................... 
10 33 
8154 33 
To copying tax roll for Comp­ 
troller ........................................ 
16 33 
To copying tax roll for Forest 
Commission................................ 
16 33 
$180 99 
ESOPUS. 
D. \V. Benton, Supervisor. 
1888. 
March 
To m aking list of town officers 
for C lerk...................................... 
Nov. and Dec. To 24 days'annual session 
To 14 miles travel......................... 
To m aking Grand Jury list. .. 
To copying tax roll..................... 


1887 


SHAWANGUNK. 
W alstein Childs. Supervisor. 


3 00 
72 CU 
1 12 
3 ( J 
18 64 
$97 76 


12 no 
4 48 
Dec. 14, 15, 10, 17. To four days' adjourn­ 
ed session.....................................$ 
To 56 miles travel......................... 
1888. 
Jan. 17,18, 19. To 3 days’ extra adjourn­ 
ed session............................. 
9 
00 
To 56 miles travel.................. 
4 
48 
March 13. To making for Clerk list of 
Town officers....................... 
3 
00 
Oct. 16. To making Grand Jury list---- 
3 00 
To copying tux roll, 875 lines.. 
11 75 
Nov. & Dec. To 24 days’ attending an- 
_ 
nual session ..........«....................... 
72 00 
To 50 miles travel.................. 
4 
48 
$ 
124 19 


1887. 
Dec. 


1888. 
Jau. 
March. 
Nov. 
Dec. 


1388. 
March. 


July 24. 
Deo. 21. 


WOODSTOCK. 
W v. F. Cooper, Supervisor. 
Four days’ attending 
ad­ 
journed session......................... 
32 miles travel............................... 
4 days' second adjourned sess’u 
32 miles travel.............................. 
List Town officers to Clerk........ 
Making Grand Juiy list............. 
21 days’ annual session............... 
32 miles travel............................... 
Copying tax roll.......................... 
$ 
125 jW 
XV AW ARSING. 
Walter S. Cox, Supervisor. 
To m aking and filing report 
town officers............................... 
To making Grand Jury list---- 
To receiving and posting elec­ 
tion notices...............•................ 
To copying tax ro ll.................... 
To 141» miles travel....................... 
To 24 days attending at an­ 
nual session................................ 


MARBLETOWN. 
H erman Craft, Supervisor. 
1887. 
Dec. 14, 15,16 and 17. To 4 days’ at ad­ 
journed session......................... 
To 20 miles travel......................... 
Jan. 17, 18,19. To 4 days' at special ses­ 
sion ..................................................... 
To 20 miles travel......................... 
March 8. To filing list of town officers... 
Dec. 
To 21 days’ attending sessiou of 
B oard............................................ 
To 20 miles travel......................... 
To copying tax roll of town — 
1,800 Unes. ............................ 
To m aking Grand Jury list.. . 


1887 


ROCHESTER, 
J ohn H. Davis, Supervisor. 


$3 00 
3 CO 
3 00 
23 40 
11 20 
72 00 
$120 00 


$12 00 
1 00 


12 00 
1 00 


72 00 
1 00 
10 00 
3 00 
$122 80 


M ilton M en and M atters. 
The members of C. Meecli Woolsey’s fam­ 
ily are rapidly recovering from a severe ill 
ness.The surveying of a railroad on the hill 
west of this village, causes property holders 
to be pleased. 
The members of Ketcliam Post here at­ 
tended tbe installation service conducted by 
Lefever Post, in Highland, Friday evening. 
The concert given ip the M. E. Church on 
Tuesday evening was a creditable exhibition 
of local talent. Earle Stone had tbe manage­ 
ment. 
P. V L. Purdy, Commander of Ketcliam 
Post, No. 495. of this town, acted as install­ 
ing officer at the installation of the officers of 
Lefever Post, Q. A, R., of Highland, on Fri­ 
day. 


M lnoFM arlbnrongh N otes. 
Miss L. Wygant has been visiting friends 
in New-York City. 
H. H. Holden and wife are spendiog the 
winter in Brooklyn. 
Sands Haviland, wife and family have been 
visiting friends in Herkimer. 
A steam shovel will be brought to the Har­ 
ris gravel hank (luring the present month. 
E. V. Covert has been Bunting in the vi­ 
cinity of Kwarthoutville, Dutchess County. 
Mrs. Brooks, a sister of Cecelia Cnrpenter, 
died at her home, in Highland, on Wednes­ 
day. 


H ighland Personal*. 
Mrs. J. L. Pratt has been suffering with 
nervous prostration. 
The Rev. George Bremmer has commenced 
a series of lectures in the Episcopal Church. 
A. T. Canfield carried the first mail hag 
across flie Poughkeepsie bridge on Saturday. 
William Gallaway, of Wisconsin, has been 
visitiug at the residence of his brother, ira 
Gallaway. 
Dr. Gause has received letters from 
Dr. Frank Ward, who is now located in 
Malaga, Spain. The impression conveyed is 
that Ward is succeeding better than he had 
expected. 
_ 
Up In C atskill. 
Revival meetings are being held in the M. 
E. Church. 
James Breasted, late of Catskill, died in 
Brooklyn, recently, aged 88. His remains 
were brought here for interment. 
George Norton and Daniel Travcr. ar­ 
rested for stealing iron from the West Shore 
depot, were sentenced to six months in the 
Albany Penitentiary, on Saturday. Norton 
had been home but a short time from Black­ 
well's Island. 


Dec! 7, 8 and 9. To 3 days’ adjourned ses. 
slon........................................... •. 
• To 35 miles travel........................ 
1888. 
Jan. 17, 18and 19. To 3 days’ special ses­ 
sion................................................. 
To 35 miles travel......................... 
March 9. To 1 day making list of town 
officers.......................................... 
Sept. 1. To copying tax roll....................... 
Nov. 13,11, 15 and 16. To 1 days’canvass­ 
ing and regular session... . 
Nov. 20, 21, 22, 21 and 21. To 5 days’ regu­ 
lar session................................... 
Nov. 26, 27 and 28. To 3 days’ regular ses­ 
sion ............................................. 
Dec. 3 to 8. ') o 6 davs’ regular session . 
To 35 miles travel, going and 
com ing............................................ 


89 00 
2 80 


0 00 
2 80 
3 00 
16 73 
12 CO 
15 00 
9 00 
18 00 
2 80 


1887. 


LLOYD. 
Irvinq Dkyo, Supervisor. 


Muh. 12. 
Nov. 
Dec. 7. 


$100 13 


$12 00 
3 20 
9 00 
3 20 
3 CO 
3 00 
72 00 
3 20 


Dec. 13, 14, 15,10. To 4 days’ adjourned 
session.............................................. 
To 40 miles travel......................... 
1888. 
Jan! 17, 18, 19. To 3 days’ special session 
To 40 miles travel......................... 
To list town officers to Clerk .. 
To making Grand Jury list — 
To 24 days’ session of board... 
To 40 miles travel — 
To copying tax roll and enter? 
ing description of resident un­ 
paid and non-resident tax ... 


GARDINER, 
A. L. F. Deyo, Supervisor. 
1887. 
Dec. 13, 14,15, 16. To adjounred session 
4 d a ys................. 
*12 00 
To 50 miles travel at 8c 
4 IX) 
Jan. 17,18,19. To session on County 
House .............................................. 
9 00 
To 50 miles travel......................... 
4 00 
To copying tax roll..................... 
10 00 
To making Grand Jury list— 
3 00 
To 21 days at anuual session... 
72 00 
To 50 miles travel......................... 
4 00 


ULSTER. 
Lorenzo Dcnnioan, Supervisor. 
1888. 
Nov. to 
Dec. 24. To 21 days’ annual session----- 
To 4 miles travel........................... 
To list town officers to Clerk .. 
To making Grand Jury list.... 
To copying tax rolls ............ 


NEW-PALTZ. 
Jobiah J. Hasbrouc*, Supervisor. 
Dec. 18,14,15, 17. To adjourned session,, 
To 31 miles travel......................... 
Jan. 17, 18,19. To 3 days’ session on new 
Poor House..................................... 
To 84 miles travel......................... 
To 1 day copying non-resldeut 
land for Collector, to be re­ 
turned to County Treasurer... 
March. To making and filing r.-port 
town officers............................. 
To copying tax roll and enter­ 
ing description of returned 
taxes of resident and non-res- 
dent tax lan d s......................... 
To making Grand Jury list.... 
To 21 days at amfiial sessiou... 


$118 00 


*72 00 
82 
8 00 
3 (X) 
16 00 
$04 12 


Nor. 


1887. 
Dec. 


1888. 
Jan. 


To 84 miles travel......................... 


C LIVE. 
J ames McMilu n, Supervisor. 
13 to 17, Inclusive, to 4 days’ ad­ 
journed session..............................! 
To 30 miles travel............... ... 
To 4 days’ second adjourned 
session ......................................... 
To 3d miles travel......................... 
March 9. Making list of town officers. 
Sept. 
Copying tax roll and enteriug 
description of non-resident 
lands and property on which 
taxes of 1887 were uupaid 811 
lines.................................................... 
Makiug Grand Jury list............. 
To 24 duys ul regular sessiou.. 
To 30 miles travel......................... 


2 72 
$126 61 


12 00 
2 40 


12 00 
2 40 
3 00 


11 11 
S 00 
72 00 
2 40 


TOLD BV A DENTIST HERE. 


$ 120 31 


1H68. 
Nov. 


HARDENBERG. 
R. H. Molyneaux, Supervisor. 
d Dec. To making repoi t or re­ 
turn of town officials..................$ 
3 no 
T oG raudJury list..................... 
3 no 
To 24 days’ annual session .. 
72 00 
To 110 miles' travel................... 
8 83 
To copying assessment, roll, 
non-resident tax, etc.............. 
14 00 
$ 100 80 


1887. 
Dec. 


1883. 
Jau. 


SHANDAKEN. 
J oseph H. Kiseley, Supervisor. 
To 4 days’ adjourned session, 
gg 
g 
To 60 miles' travel, 8c................. 
12 03 
4 80 
12 00 
4 80 
3 00 
72 00 
4 80 
3 00 
4 00 


18 00 


To 4 days’ adjourned session. . $ 
To 00 miles' travel....................... 
March. To m aking return to Clerk of 
Town officers............................. 
Nov. and Dec. To 24 days’ regularsession 
To 60 miles travel ....................... 
To m akiug Grand Jury list.... 
To m akiug poor report and fil­ 
ing sam e....................................... 
Due. 
To expenses, etc., at Comptrol­ 
ler's office................................... 
To copying assessment roll and 
inserting returned resident 
and nou-resident lands in 
original and copy..................... 
$ 
145 40 
HURLEY. 
Rufus Suedes, Supervisor. 
1887. 
Dec. 
To 1 days' attendance at ad­ 
journed session...........................S 
12 00 
To 12 nules travel......................... 
96 
1888. 
Jan. 
To 4 days’ second adjourned 
session........................................... 
12 00 
To 12 miles travel ....................... 
96 
March. To list town officers to Clerk.. 
3 tx) 
To m aking Grand Jury list— 
3 00 
Nov. 5. To 2t davs’ annual session .... 
72 00 
to Dec. To 12 miles travel......................... 
96 
To copyiug tax roll..................... 
17 09 
$ 121 97 
PLATTEKILL. 
H. W. Sutton, Supervisor. 
1887. 
Dec. 14, 15, 16 and 17. To 4 days' ad­ 
journed session...........................$ 
12 00 
To 50 miles travel....................... 
4 00 
' 1888. 
Jau. 17,18, 19. 20. To 4 days’ a Ijourtied 
session........................................... 
12 00 
To 50 miles travel......................... 
4 00 
Mar. 13. To m aking Clerk list for town 
offices............................................. 
*3 00 
Oct. 16. To m aking Grand Jury list . .. 
3 00 
To copying tax roll........ 
12 
00 
To m aking poor rep o rt. 
3 
00 
Nov. and Dec. To 21 days’ attending ses­ 
sion........................*...................... 
72 00 
To 50 miles travel .................... 
4 00 
$ 129 00 
SAUGERTIES. 
Uriah VanEtten, Supervisor. 
1887. 
Dec. 
To services as Supervisor 
Dec. 14. To 1 day adjourned session... .$ 
3 (0 
Dec. 15. To 1 day adjourned sessiou . . . 
8 < > 
Dec. 16. 
To 1 day adjourned session . 
3 00 
'J o 21 miles travel......................... 
1 92 
1888. 
Jau. 3. To 2 days’ meeting Com. on Jail 
6 00 
To expenses for above................ 
31) 
Jan 17. 
To 1 day adjourned session ... 
3 IX) 
Juu 18. 
To 1 day adjourned session ... 
3 on 
Jan. 19. To 1 day adjourned session.... 
3 00 
To 24 miles travel ....................... 
1 92 
Nov. 9. To report of town offices 
3 (3 
To m aking Grand Juiy list.... 
3 00 
To copying tax roll..................... 
49 41 
$ 
86 35 
Nov. 13 to Dec. 8. To £3 days’ regular 
session............... ........................... 
To 21 miles travel......................... 
69 00 
1 92 
$ 157 27 
[To he continued in subsequent issues. | 


SP E C IA L B U SIN E SS NOTICES- 
“I have thee on the liip.” cried rheum atism seiz­ 
ing his victim and tossing him on a suffering lied. 
“ Not so,” he cried, “uot so ! Wait, my ancient foe, 
just five m inutes, until the boy brings a bottle of 
Salvation Oil, then we'll see who wins the day.” 


WORTH KNOWING. 
Mr. W. H. Morgan, merchant, Dike City, Fla., was 
taken with a severe cold.uttended with a distressing 
cough and running into consumption in its first 
stages, lie tried many so-calleu popular cough 
remedies and steadily grew worse. Was reduced in 
flesh, had difficulty iu breathing and was unable to 
sleep. Finally tried Dr, King's New Discovery for 
Consumption and found immediate relief, and after 
using uliout a half dozeu bottles found himself well 
and luis had no return of the disease. No other 
remedy can show so grand a record of cures as Dr. 
King’s New Discovery for Consumption. Guaranteed 
to do just what is claimed for it. Trial bottle free at 
Van Deusen Bros', aud F. J. R. Clarke’s drug stores; 


FOR LADIES ONLY. 
Ladies—why is it, that when your husband oryour 
children are ill. you consult tin' best physician at 
once, care for them day and night, wear yourself 
out with sleepless watching, anil never Degrudge 
tbe heaviest doctor's bill, if only the dear ones 
an-restored to health; while day after day, week 
after week, you endure that dull pain in your hack 
—that terrible "dragging-down” sensation—and do 
absolutely nothing to effect a cum ? In a few years 
you will be a helpless invalid, and soon vour broken­ 
hearted husband and motherless children will fol­ 
low you to the grave, Perhaps delicacy prevents 
you consulting a physician—hut even this is not 
necessary, l’oor sufferer, tell your husband how 
miserably you feel perhaps you never did—and 
ask him to stop to-night anil get vou a bottle of Dr. 
Pierce's Favonte Prescription. It has cured thou­ 
sands of women suffering from weaknesses and 
complaints peculiar to your sex. 


A great many people liave used uo other kind for 
years. IJop Piasters give satisfaction. 


One of my children, about nine years old, had a 
very bad discharge from her head and nose of a 
thick, yellowish m atter. We had tvvo physicians 
prescribe for her, hut without benefit. We tried 
Elv's Cream Balm, and much to our surprise in 
three days there was a marked improvement. In a 
short time the discharge was apparently cured.—O. 
A. Cary, Corning, N. Y, 


Dr. Sage’s Catarrh Remedy cures when every 
other so-called remedy fails. 


LADIES WHO BLOAT. 
W hat a great num ber there are; how uncomfort 
able it makes them ; it is almost impossible for those 
afflicted to enjoy life. In my private practice I have 
always found Sulphur Bitters to be the best remedy. 
All who are thus troubled should use it. 
Mrs. Dr- Childs, Boston. 


There is a man of our town and he was won­ 
drous wise. He jumped into a bramble bush aud 
seriftched out both eyes. And when he saw his 
eyes were out, with all bis might and main. 
He bought a bottle of Salvation Oil, and rubbed 
them in again. 


«2S 


9 00 
2 78 


8 00 
3 03 


19 4Y 
Jt 13 
78 00 


WHY WILL YOU ooujrti wnen Shiloh’s Cure will 
•ive immediate relief. Price 10 ota., 50 eta. and $1. 
lold by Frederick J. R. Clark. 
------------------- —9---------------------- 
You hardly realize that it is medicine, when tak­ 
ing Carter’s Little Liver Pills; they are very small; 
no bad effect: an troubles from torpid liver are re 
lieyed- by their use. 


W H ISK E Y 
AN D “ LAUG HING 
NO T MIX W ELL. 
G A S " DO 


A P atien t w ho M ade L ively W ork for an 
E xtractor o f T eeth for a M inute or 
T w o—W here M uscle was N eed­ 
ed for u Strong Man- 


About as bad as a bull in a china shop.—Frauks. 
A deutist lieru relates the following : “One 
afternoon while in my office a stalwart man 
came and inquired : ‘Can you give me gas ? 
Got a tooth 1 want pulled.’ ‘Yes.’ ‘Let’s 
have it, then.’ He was evidently suffering 
from toothache, so, after an examination, j 
put him under the influence of gas aud pulled 
the tooth. I turned to lay my instrument 
down, when the man sprang at me with the 
fierceness of a tiger. ‘ I aint down yet,’ he 
shouted. I grabbed him and put him hack 
in the chair. The moment I released him he 
sprang at me again, again repeating : ‘ You 
haven’t downed me y et!’ I found I was in 
for it and I look a grip in his shirt front and 
hack of his collar, and after a struggle 1 threw 
him in the chair, but not until his coat was 
torn from skirt to collar. The man recovered 
his senses then. It seems before he came to 
the office he had been trying to drown the 
pain by drinking whiskey, aud gas and whis­ 
key, you know, do not agree well. After ex­ 
amining bis coat be asked what had happen­ 
ed, I explained. He lookgd at me in aston 
isliment and said : ‘ You are a powerful inau. 
I want you to understand it takes a man to 
handle me. You are the first man who was 
ever able* to do it.’ He seemed to have for­ 
gotten all about the tooth and was much 
more impressed with the fact that he had 
been put down pretty hard in the chair. He 
repeated as he stepped out of the door ‘You’re 
a powerful strong man.’ ” 
I.im e-Street. N ear A thens. 
A “Basket Meeting” will be held in the M. 
E. Church on Sunday. January 13. There 
will be three sessions, morning, afternoon 
and evening. The Presiding Elder will be 
present. 
Ilu u ter N otes. 
The new engine for the chair factory is be­ 
ing placed in position. 
The members of Ellsworth Catnp, No. (10, 
Sons of Veterans, will give an oyster supper 
at Headquarters, Monday evening. 
K erhoi.ksou. 
Six business men Itere have each erected a 
lamp which are lighted on dark nights. 
Repairs to the canal and lock here now 
gives employment to a number of men. 


G lenford. 
Mrs. John Moore, who lmd been ill for 
some time past, died at her home last Fri­ 
day morning. 


K ru m ville. 
A singing school will soon be commenced 
here. 


SP E C IA L B U SIN ESS NO TICES. 
When the blood is impure, thick, and sluggish, r.r 
thin and impoverished, there can be no health. 
With these conditions, all the functions of the body 
are impaired, and the result is a variety of danger­ 
ous complications. The best remedy is Ayer’s 
Sarsaparilla. 


SHILOH’S CATARRH REMEDY—A positive cure 
for Catarrh, Diphtheria aud Canker Mouth. Sold by 
Frederick J. R. Clark. 


THE REV. GEO. H. THAYER, of Bourbon, Ind. 
says: “ Both myself and wife owe opr lives to SHI­ 
LOH’S CONSUMPTION CURE. 
Sold by Frederick 
J. R. Clark. 


BUCK LAN’S ARNICA SALVE. 
The beet aalve In the world for Cute, Bruises, 
Sores, Ulcers, Salt Rheum, Fever Sores, Tetter, 
Chapped Hands, Chilblains, Corns, and all Skin 
Eruptions, and positively cures Piles, or uo pay re­ 
ive perfect satisfaction 
or money 
sale by F. _________ 
cents per box. 
J. R. Clarket id E. W. Knapp, 


RINGING NOISES 
in the ears, som etlm is a roaring buzzing sound are 
caused by catarrh, that exceedingly dlsagreeab'e 
and very common disease. Loss of smell or bearing 
also result from catarrh. Hood’s Sarsaparilla, the 
great blood purifier, is a peculiarly successful rem 
edy for this disease, which it cures by purifying tht 
blood. If you'suffer from catarrh try Hood s Sarsa 
cures by 
U 
{Mirilla, the peculiar medicine. 


MARRY YOUR SONS WHEN YOU WILL, YOUR 
DAUGHTERS WHEN YOU CAN, 
But in either case counsel them to use nothing but 
Hop Ointment for chapped hands and Ups, sore 
nose, cold cracks and rough, pimply skin. Never 
fails. All druggists. 25 and 50 cents, or mail stamps 
to Hop Co., New-London, Conn. 


NEVER CONCLUDE 
That a fresh cough “ will get well of itself in a 
few days.” It may do so, and on the other hand, 
by neglecting It. óne muy lay the foundation of 
some incurable pulm onary or throat trouble. Dr. 
David Kennedy’s Cherry Balsam will relieve the 
cough almost imm ediately; and prevent its becom­ 
ing seated. Ill case there is any soreness of tlit' 
throat and chest, apply Dr. Kennedy’s Golden 
Drops, which is the finest external remedy obtain­ 
able. The Balsam isa preparation long used by the 
proprietor in his extensive private practice and coli­ 
m as several ingredients, the mode of combining 
which with others before in use. is his sole discov­ 
ery; the scientific union of the whole forming a 
more nearly infallable specific for all ailments of 
(lie lungs, throat and air passages than has ever 
been given to the public. 


ARE YOU MADE miserable by Indigestion, Con­ 
stipation, Dizziness, Loss of Appetite, Yellow Skin f 
Shiloh’s Vitnhzer is a positive cure. Sold by Freder­ 
ick J. R. Clark. 


ADViCE TO MOTHER*-. 
Are you disturbed at night and broken of your 
rest by a sick child suffering and crying with pain 
of cutting teeth ? If so, send at once and get a bot­ 
tle of Mrs. Winslow's Soothing Syrup for children 
teething. Its value is incalculable. It will relieve 
the poor little suffer immediately. Depend upon 
It, mothers, there is no mistake about it. It cures 
dysentery and diarrhoea, regulates the stomach 
and bowels, cures wind colic softens the gums, re­ 
duces inflammation, and gives tone and energy to 
the whole system. Mrs. Winslow’s Soothing Syrup 
for children teething is pleasant to the tasre, aud is 
the prescription of one of the oldest and best fe 
male nurses and physicians in the United States, 
and is for sale by all druggists throughout tbe 
world. Price 25 cents a bottle. 


'iiiiHiiiiiiiiiiiiiiiiHHiiiiiiiiiiiiiiiiiiNiiiiiiHtiiiiiiiiiiimiiiiiiiiiiiiiiiiiimmiiiiiiiiiiiiiUMiiiiiiiiiiiiiiiiirie, 
HOLIDAY PRESENTS! 


PR IC E S LOW ER TIIA N .E V E R .) 


I H A IN ES BROS. 
¡ PEEK & SON 


¡S T E R L IN G 
i BAUS 


I ST EIN W AY 
I MASON & H AM LIN 


PIANOS I 
PIANOS J 
p i a n o s ! 
¡ O RGANS chase *HAMLIN| 
I ORGANS KKfckN® 


° 
| 
PIANOS AND ORGANS.; 


| Of all Makers furnished. 
Sheet Music and Music Books. 1 


Pianos and Organs Tuned and Repaired. 


SECOND IHAND P IA N O S CHEAP. 


E . W I N T E R , 


O p e r a House, Kingston, N . Y . 
. 


TN THE SUPREME COURT —THIRD JUDICIR 
I Department. Pursuant to § 232 of the Code o 
Civil Procedure. State of New-York. the undersigned 
Justices of the Supreme Court, resident in the Third 
Judicial Departm ent, do hereby appoint the times 
aud places of holding Circuit Courts, aud Courts of 
Oyer and Terminer, and Special Terms, within said 
Third Judicial Department for 1888 and 1889, com­ 
mencing on the first day of January, eighteen hun­ 
dred and eighty-eight, and do assign justices to bold 
said Courts as follows, as the same are contained in 
the annexed list of assignments for rtie Third Judi­ 
cial District: 
Circuit Courts and Courts of Oyer and Terminer. 
Albany. 
Second Monday in Jan uary.............................Mayharn. 
First Monday in M arch......................................Parker. 
First Monday in M ay...........................................Edwards. 
First Monday iu October....................................Mayliatn. 
First Monday in D ecem ber..............................Parker. 
Columbia. 
Third Monday iu January.................................Edwards. 
Second Monday iu A pril....................................Edwards. 
Third Monday in O ctober..................................Parker. 
Ghsenk. 
Third Monday in February...............................Edwards. 
First Monday iu M ay..........................................Maybam. 
Second Monday in D ecem ber.........................Parker. 
Rensselaer. 
Second Monday in February.............. 
Third Monday in May........................... 
Third Monday in Septem ber............. 
Second Monday in November............ 


May ham. 
. May ham. 
. Parker. 
.Edwards. 
Schoharie. 
Second Monday in Jan uary.......... 
Third Monday in A p ril................... 
Second Monday in October............ 
Sullivan. 
Fourth Monday in M ay................... 
Fourth Monday in September 
Second Monday in December .... 
ULSTER. 
Second Monday iu February...........................Parker. 
Second Monday iu April ..................................Parker. 
Second Monday in June ....................................Edwards. 
Fourth Monday in November...........................May ham. 
Special T erms, for Motions Only, at City Hall, 
Albany. 
Last Tuesday of January................ 
Last Tuesday of February............ 
Last Tuesday of M arch................. 
Last Tuesday of April....................... 
Last Tuesday of May......................... 
Last Tuesday of Juñe....................... 
I-ast Tuesday of July..................... 
Last Tuesday of A ugust................... 
Igist Tuesday of Septem ber.......... 
Last Tuesday of October................. 
I,ast Tuesday iu November............. 
Last Tuesday in December.............. 
Special Terms for motions and argum ent 
of dem urrers at Chambers, wlieu Judges 
are not otherwise assigned or engaged, 
anil then only iu causes triable in the 
Third Judicial District, will be heard as 
follows: 
First Monday of every month except Au­ 
gust. at Troy......................................................Edwards. 
Second Saturday of every month except 
August, a t Kingston.......................................Parker. 
Third Saturday of every month except 
July pud August, at Catskill.......................Parker. 
I.ast Saturday of every month except Au­ 
gust, at Schoharie............................................Mayharn. 
First Saturday of every mouth except 
July aud August), at Hudson ....................Edwards. 
Du ted Albany, December 29, 1887. 
Alton B. Parser, 
Stephen L. Mayham, 
Samuel Edwards. 
Justices of the Supreme Court ” 


. Edwards. 
. Mayham. 
Edwards. 
.Parker. 
. Edwards. 
.Mayham. 


.. .Mayham 
... Parker. 
. .Edwards. 
.. Mayham. 
.. .Edwaixls. 
.. .Parker. 
... Edwards. 
. .Mayham. 
... Parker. 
... Edwards 
... Parker. 
Mavham. 


GIRARD L. M’ENTEE, 
Fire Insurance, 


Representing among otbersjthe 
North British aud Mercantile 
Insurance Oompanv 
W ith assets^of over 
$ 3 ,0 0 0 ,0 0 0 
Hanover Fire Insurance] Co., 
Ol New-York. 
-T H E — 
“OLU .ETNA” ü EIIA ii T F OUD, 
With an honorable record in this town since 1852 
during which tim e they have paid 820 0.00 0 for 
losses incurred in this City and vicinity In sides 
many others, among which is S ’.OOO.i ul, paid for 
Chicago's big lire before the smoke cleared away. 
PIHEN1X OF HARTFORD, 
Who lias Been Here Since 185G. 
E V E R Y FACILITY 
—FOR— 
Doing All Kinds of Insurance 
—ESPECIALLY— 
Fire and Marine 


In companies of the highest character whose 
policies I offer for sate g«..ug to the assured full 
protection. 
G ir a r d L . M cT S n tee 


, i . y. 
HU. 4. 
Telephone call 3. 


“J U V E E N ” 


Overthrows Dyspepsia 
Buy a box of “JUVEEN” 25c. and mail the outside 
wrappei to Hamilton Chemical Co., P. O. Box 1864 
New-York, and you will receive FREE 25c. worth of 
charming Photographs for family entertainm ent- 
foreign views, celebrities, etc. 
What is JUVEEN f” 
“JUVEEN” is a purley vegetable and absolutely 
harmless compound of five substance in the form of 
littie sugar coated pills. 
“JUVEEN” is scientifically prepared and com­ 
bined a'ter the recipe of the most famous specialist 
living, for the cure of Constipation and Indigestion. 
For sale at druggists or address the proprietors. 


FOR DYSPEPSIA and Liver Complaint, you nave 
a printed guarantee on every bottle of Shilon’s Vital- 
tzer. It never falls to cure. Sold by Frederick J. H, 
Clark. 
______________ _______________ 
A FAMILY GATHERING. 
Have you a father f Have you a mother f Have 
you a son or daughter, sister or a brother who has 
not yet taken Kemp's Balaam for the Throat and 
Lungs, the guaranteed remedy for the cure of 
Coughs, Colds, Asthma, Croup and all Throat and 
Luug troubles ? If so, why ? when a sample bottle 
Is gladly giTen to you free by any druggist and the 
large size cuete only 50c and *1,00, 


ALL-:-SKlN-:-DlSEASfiS 


And Ulpers qf every kind are guaranteed to be 
^ 
Cured by 
ABI S I UM 


The only Specific for Contracted and Constitution* 
Blood Diseases. Specialist Physicians Urethra 
Rectum or Stomach Remedies or A sabe 1, Minera 
Spring Water are guaranteed to cure abandoned or 
hopeless Qeulto-Urinary I)iseas< * aud weaknesses. 
Treatise and old doctor's advise free. Medica 
Bureau, Broadway and Reade-street, New-York City. 


H O L I D A Y 


A i) n o u n c e m e n t 


In buying goods for the holidays 
we should remember that the pre­ 
sents mostly appreciated are those 
that will he of some use to the re­ 
cipient. I Lave given particular at­ 
tention to the selection of my holi­ 
day goods this season and have the 
largest assortment of the following 
goods ever shown in this City: 
Gold, Silver and plain handle Canes 
and Umbrellas, Fur, Plush and 
Cloth Caps, Fur, Buckskin and Kid 
Gloves and Mittens. Every kind of 
Ladies’ and Gent’s Slippers, High 
Cut 
Button Overshoes, Alfred 
Dolg’s celebrated Felt Shoes and 
Slippers, Knox Hats and a full line 
of Boots, Shoes and Hats. It 
wouid he difficult for you to find a 
better list to select from. And the 
place to buy cheap is at the store of 
EDWARD T. ST ELLE, 
Successor to Silas 11. Davis, 
84 W all-St., Kingston. 
SPORE A É LT IN G 
No. 8 Wal 1-Street. 


Are offering goods to-day cheaper 
than ever offered in this City before. 
Just think of it Printed Tea Set 50 
Pieces, $3.25, Printed Dinner Set 
130 Pieces, $13.0o, Printed Toilet 
Set 10 Pieces, $3.25, French Chira 
Dinner Set lo2 Pieces, $26.00, 
French China Dinner Set 1U Pieces, 
$30.00, Hanging Lumps from $2.50 
to $12.00. Finest Decorated Vase 
Lamps and Shades to Match, $3.00. 
Vases and fancy articles in great 
variety. All kinds of 
Carriage, aud 1) n u s e faints. 
LEAD AN D OIL. 
Patent medicines and drugs of all 
kinds and many things that cannot 
he mentioned here. 


S p o r e & K i t i n g 


No. 8 Wall-St., Kingston. 


Orders solicited from a1 parties and goods in 
stock ready for si ipnu nt. 


M AYER W E I L 


lias removed to the new store 
adjoining A. Bice, No. 10 Union- 
avenue, where he will he phased to 
see his many patrons. 
We will 
have better facilities for our in­ 
creasing business, 
as our new 
store is much larger and better 
adapted to the Dry Goods business. 
To make business lively for the 
usually dull months we shall make 
many reductions in prices. Come 
and see the bargains wc shall olfer. 
Thanking you for your patronage 
in the past we hope you will con­ 
tinue to give us a liberal share of it 
% 
in the future. 
Weil’s Bargain Store, 


No. 16 Union-avenue, next door to 
A. Hice. 
Gold and Silver 


"Watches, Chains, 


Charms, Jewlery, etc. 


J.N. RRENGEL, 


P h o t o g r a p h e r , 


9 Wall-street, Kingston, N. Y 


Cabinet Photographs 


$1.50 P E R D O Z E N 


15,000 Negatives made by Edward Lewis 
tire in my possession. 
Duplicate prints from the same can be liad 
at any time. 


J . N . B I T E N G E L 


9 W all-Street. 
NOTICE TO BUILDERS. 
E.B.COUTANT, 


M anufacturer of anil^I'calor in 
Ground Lime, Gray Shell 
Lime Stone, Pitt and 
Building Sand. 
Works at W i l b u r , Ulster Co., N. Y 
Parties desiring anything; in the above line wil 
fiml it to their interest to address the m anufacturer 
E. B. 
Post Office address 
COUTANT 
Kingston, N. 
J1L T A L 
S K Y L I G H T S . 


Made of galvanized iron and copper. Ab­ 
solutely no leakage from any source, no drip­ 
ping or sweating, fire proof, ventilating. 
Galvanized iron and copper cornices and 
gutters. Sheet metal work for buildings. 
Send for illustrated circular. 
E. VAN NOORUEN & CO;, 
383 Harrison-Ave., Boston, Mass 
FRENCH CHINA. 
Buy of the importer* and save 25 per cent, on each 
purchase. 
French Tea Sets............................. $ 4 50 and upwards 
French Dinner Sets......................... 16 00 and upward 
English Dinner Sets......................... 10 50 and upward 
English Tea Set*............................... á 00 


I will not be undersold. 
NATIIAN K.GRIFFIN, Importer. 


SWART’S RESTAURANT, 
. 
COR, WAIL and JIIIIS-STREETS, KINGSTON. 


B 
O 
N 
D 
’ S , 


Opposite Post Office, 
Jolm-St, Kingston, N. Y 


CHICHESTER’S ENGLISH 
PENNYROYAL PILLS 
Red Cross Diamond Brand, 
enuine and reliable pill for sale. 
talic boxes, sealed with blue ribbon. At druggists 
Accept no other. All pills in pasteboard boxes,pink 
wrappers are a dangerous counterfeit. Send 4 cents 


Original, best, only 
genuine and reliable pill for sale. Never fail. Ask 
for Chichester's English Diamond Brand, in red me 


w rappers are a dangerous counterfeit. Send 4 cents 
[stamps! for particulars and “Relief for Ladies," in 
letter, by return mail. 10,(XX) testimonial* from 
ladies who have used them, Name paper. 
CHICIIKSTKR CHEM ICAL CO., Madison Sq„ 
Phila., Pa 
TO ADVERTISERS. 
A list of 1,000 newspapers divided into States and 
sections will be sent on application—FREE. 
To those who want their advertising to pay we 
can offer no belter medium for thorough ana effec­ 
tive work than the various section* of our select 
local list. GEO. P. HOWELL & CO.. Newspaper 
Advertising Bureau, 10 Spruce St., N. Y. 


THE KINGSTON DAILY FREEMAN THURSDAY EVENING. JANUARY 10.18 8 9 . 


SEVERE STORM HEREABOUT. 


T O R R EN T S OF RAIN ANO HIGH W INDS 
CAUSE MUCH HAVOC. 


A C loud B urst In tbo VnUoy of th e Nover- 
» ln k —Fruit Trees Uprooted In Por­ 
tion s of U lster C ounty -D nntag e 
' 
A t Port-Kwen, Ktc. 


The war of the elements .—De Vo e. 


The storm—mention of which was made 
in T h e 
F re e m an , of last evening—that 
deluged the Neversink Valley, yesterday af­ 
ternoon, arrived here and at points in this 
vicinity along the Hudson ltiver, last night. 
The cloud burst in the Neversink is said to 
have deluged the country, the rain fall hav­ 
ing been tremendous. 
At points in the Catsk ill Mountains the 
storm was terrific, the electrical display being 
very vivid. 
The streams this afternoon are 
raging torrents. 
Along the Wallk ill and Rondout Valleys 
in localities the high wind wrought much 
havoc. 
Correspondents telegraph that the 
streams have overflowed their bank s. 
Be­ 
tween 7 aud 8 o’clock , last night, the rain Is 
said to have fallen in “ buek etfulls." 
A black wiud cloud swept up from thp 
South, hung over Kiqgston for a minute or 
so. and then as if attracted to the Catsk ills 
whirled in that direction, causing a roaring 
sound. 
As the wi» .l rushed through the 
streets 
it pick ed off signs 
and scuttle 
covers and other loose material and hurled 
them along with great force. 
It twisted tel­ 
egraph wires and brok e off limlis of trees. 
The wind blew so bard pedestrians were 
tumbled over ou the street, and wagons were 
lifted from their wheels. 
A well house in 
the yard of A. B. Durham was pick ed up by 
the wind and whirled around several times. 
It fell over the well out of position. 
The 
!>oani fence enclosing the base ball grounds 
on Union-avenue was partly demolished. 
“ On tbe-Hill,” Rondout, this morning, 
sid ew a lk s were strewn with twigs and limits 
from 
trees. 
Shutters 
were 
banged and 
brok en. 
James Murdock , who lives in the light­ 
house at (lie mouth of the Rondout Creek , 
said that it was a terrible niglit on the Hud­ 
son River. 
The spray dashed 
over the 
lower. 
On the Hudson River pilots of tows—for 
even if it is midwinter, tows are still being 
run—say it was one of the worst nights they 
ever experienced. 
At one moment the moon 
shone brightly, the next all was chaos, the 
atmosphere being tilled for u second or two 
with pieces of twigs, etc. 
Several boats nar­ 
rowly escaped being daslied on the shores. 
In'the fruit districts of Ulster County the 
wind uprooted trees in localities. 
The loss in 
the aggregate is large. 
At Port-Ewen the wind blew with great 
force. 
The people were assembling for wor­ 
ship iu the churches. Fear and consternation 
was depicted on every countenance and those 
on tlie streets hurried to places of shelter ou 
account of the falling rain. 
Missiles were 
burled through the air aud much movable 
property was destroyed. 
It was feared that 
the steeple of the Reformed Church would 
be blown down. 
Outhouses and well curbs 
were, toppled over. 
A summer k itchen of 
Elliott Houghtaling was lifted up bodilv by 
the wind and brok en into fragments. 
Heze 
k iali Houghtnling’s chimney was toppled over 
and a flagstaff of William H. May bee was 
blown down. 
_ 


T H E R E A RE NO “ W H IT E C A PS” H ER E. 


A n A b su rd S tor y -W h a t a P r a ctica l “ J ok e r ” 
Has D on e. 
A story is being circulated that “ White 
Caps” have sent a warning to Judson C. 
Fiero. Janitor of the City Hall here, warning 
him that lie “ must mend his ways.” 
There arc no " White Caps” here. 
Some 
addlepated practical “ jok er” sent a foolish 
communication to Fiero. 
That is all there is to the “ White Caps” 
yarn. 
_ 


R A T H ER 
A 
COOL 
WOMAN, 
THIS. 


A R u n a w a y a t R hinoc llff, in W hi c h a R on 
d ou t M an F ijf u r e i. 
Yesterday a woman in a buggy, at Rhine- 
cliff, had a narrow escape from death. 
The 
horse rau away, and the vehicle coming iu 
collision with another wagon, upset. 
The 
woman fell in the wagon top,and was dragged 
a block , when Saul Kelder, of Rondout, 
slopped the horse. 
The woman cT.iwled out 
of the top and coolly said: " I am not hurt, 
but I do not care about riding in that style.” 


THE CURSE OF STRONG DRINK HERE. 


A S tory th a t C « r r le « ifs O w n M or a l-A T er­ 
rib le D ea th b ed S cen e. 
A story of the effects of strong drink is told 
in Rondout. 
A man. who died recently,had 
a wife and several small children. 
The wife 
was so addicted.to strong drink that the hus­ 
band, while ill, was compelled to k eep his 
pock et-book under his pillow. 
One day he 
wanted some medicine at oDce and there being 
no small change in his pock et-book , he was 
compelled to let his wife have a $2 bill with 
which to purchase the remedy. 
The wife 
took the money, “ went on a spree nud dul 
not retnrn for 12 hours. 
When die man 
caught a glimpse of the besotted woman he 
turned over in his bed toward the wall and 
died soon after. 
During the death scene the 
wife lay drunk across the foot of the lied and 
on raising her from her prostrate position a 
gin bottle dropped from her bosom. 
Her in­ 
fant lay covered with filth, not having re­ 
ceived any attention or food in nearly 24 
hours. 
Kind-hearted women took the child 
aud gave it a bath and nourishment and it has 
since been k ept away from its drunk en mother. 
T h e F re e m an suppresses names—they are 
well k nown to many residents of the Seventh 
Ward—out of regard to the dead man s rela 
tives. 


ST. 
M ARY’ S 
CHURCH 
FAIR CLOSED. 


It w as S uccessfu l Fln» ncl>« lly an d 
O th er­ 
w ise—T he Nam e« of th e F rlze W inner« . 
The fair of St. Mary's Roman Catholic 
Church, Rondout, was closed last night. 
A 
large number of people were present. 
The 
total amount received for votes on the gold 
watch was $866.56. 
The successful com­ 
petitor was Joseph A. Murray, the votes f*r 
whom amounted to $425.45. The other votes 
ranged as follows: Thomas Rourk e, $220.54; 
Kcran Fallon. $171.85; John 
F. 
Daly, 
$49 .22. 
Miss Margaret Penny was awarded 
the diamond ring. 
Tiie amount realized for 
the same was $388.15. 
The articles •remain­ 
ing on sale were disposed of at auction, with 
Patrick O’Reilly in the ro le of auctioneer. 
The fair was a success. 
A soiree will lie 
given in the Hall, on Wednesday evening, 
January 10, under the auspices of the ladies 
who had charge of the fair. 
The net pro­ 
ceeds of the fair were $2,573, that heiug the 
largest sum ever netted at a fair held by this 
church. 
In 1879 the proceeds were $1,627; 
1885, $2,135; 1881. $1,642; 1883, $2,555; 1884, 
$1,821; 1886, $702. 
The Very Rev. P. Pren- 
dergust, the Pastor, is highly pleased. 


BOATS AND BOATMEN HEREABOUT. 


T h e “ 
H on d ou t'’ S en t to N ew -Y ork C ity — 
T ow in g Ice B a rg es U p N orth . 
lee barges are being loaded at Coxsack ie 
and Catsk ill Point. 
The propeller Rondout left this port this 
morning for New-York . 
Ferrymen along the Hudson River begin 
to wonder if their winter vacation “ is ever 
coming.” 


■Personal M entloD . 
Cornelius II. VanGaasbeek , Jr., of Kings 
ton, lias gone to Aik en, South Carolina. 
J. Albert Merritt and James Brtiyn, of 
Kingston, started for New-York City, to 
day, from which place they will sail for 
Florida. 
They will be absent six week s, 
and expect to visit Cuba and other islands of 
the West Indies. 
. 
i 


T h e C u a iltT lte cord . 
A Mrs. Quinn, of Poughk eepsie, slipped 
and fell on a frosty board, on Tuesday morn­ 
ing. 
Bones in her wrist were brok en. 
Two men employed on the new railroad 
bridge, crossing the Neversink River, near 
Cuddeback ville, were severely injured by 
falling from the structure, one day recently. 


J ou r iia lls tlc . 
The apology of a daily newspaper printed 
in Kingston did not have a line this morning 
about the terrible disaster in Reading Pa., 
etc.. and vet it receives “ telegraph news ” — 
by West Shore Railroad freight trains, usual 
ly 40 hours old. 


(A P a r ty a t J u d g e L a w ton ’« . 
The party which Judge William Lawton 
and wife gave at Fair View, last night, was 
largely attended, notwithstanding the in­ 
clemency of the weather. 
The guests had a 
merry time and were hospitubly entertained. 


M arried In K on d on t. 
Last evening a quiet wedding occurred in 
the Baptist Parsonage, “ On-the-IIill,” Ron­ 
dout, 
the Rev. A K. Fuller officiating. 
The contracting parties were Milton Jay Bell 
and Ida B. Scliultz, both of Rondout. 


In ju re d b y a B arn F a llin g . 
Phile a number of men were engaged in 
ling down an old barn on the Delafleid 
n, near Stone Ridge, one day recently, 
•ral ot them were injured by the falling 
he frame work . 


K ondout Cano« Club. 
The members of the Rondout Canoe Club 
will hold their annual meeting in old club 
rooms. 
F r e e m a n building, 
January 15 
Officers for the ensuing year will be elected. 


A lm ost Free From lee. 
The Hudson River is nearly as free from 
ice for the greater part of its length as it is 
in July . 
u 


O f Interest to Ftremea. 
The Chief Engineer of the Troy Fire De 
partment receives a salary of $1,500 per year. 


Q aasr Capture lu an Opera H ouse. 
A white weasel was killed in the cellar of 
the Hudson Opeia House, yesterday. 


A 
TRAIN 
RUNS INTO A LA N D SLID E. 


N arrow E scap e of th e M on treal E xpress on 
T h e N ew -Y ork C en tral H allroad . 
While the Montreal Express on the New- 
York Central Railroad was passing the Iron 
Work s at Albany, last night, it was struck 
by a land-slide. 
The engine was demolished 
and the baggage, express and three passen­ 
ger cars were derailed. 
The engineer was 
badly hurt and the fireman Was injured. 
The escape of the passengers from harm was 
marvelous. 


O T H E R R A IL R O A D N EW S. 
Vestibule Pullmau cars are now run on the 
Erie Railroad. 
The Iloosic tunnel is now lighted by 1,250 
iucandesceut electric lights. 
Two trains will 
now be allowed in the tunnel at the same 
time. 


TO LD BY AN OLD 
H U R L E Y FARMER, 


W ho Can •* D raw th e L on g B ow ” A bou t 
th e W ea th er, Crow« an d T liefr W avs. 
An Old Hurley farmer, who was in Bon 
dout to-day, told of an amusing cireurn 
stance. 
He said: 
“ The Indian summer 
weather is what is puzzling crows. 
The 
black thieves expect to find corn growiug in 
the fields, and they do uot k now what to 
mak e of it when they find but bare ground. 
Yesterday a flock of crows circled around 
my corn field several times and finally lit in 
a ¡urge hick ory tree in one corner of the lot 
A more disappointed-look ing set of crows 
you never saw. 
Some of them actually shed 
tears as they gazed upon the field denuded of 
corn stalk s. 
If this warm winter weater con­ 
tinues all the crows in this section of the 
country will die of brok en hearts.” 


In th e U lster S u rrog a te’* C ourt. 
The following‘busine3s has been transacted 
in the Ulster County Surrogate's Court, 
Kingston: The will of Elmira Willscy, late 
of the town of Lloyd, proved. 
The bequests 
are: To the husband, Henry P. Willsey, lot 
of land in Highland village, oilier real estate 
and personal property during life. 
After his 
death the property lo goto Mary C. Wheaten, 
Louisa W. Smith. Sarah Jane Pancoast and 
Elizabeth Ann Hartshorn; 
Executor ap 
pointed, Henry P. 
Willsey. 
The will of 
Hannah E. Berean. of Marlborough, proved. 
The sister, Catherine, receives all the estate 
during life. 
At her death the same is given 
to a nephew, S. E. Baxter, with the excep­ 
tion that a brother, William Berean, and a 
sister, Julia E. Mack ey, receive some of the 
personal property. 


Promised fo r Friday: 
Fair and colder weather. 


O ne of D em p se y ’« D iscov eries. 
This forenoon William Dempsey, of Ron­ 
dout, said he had made an important discov­ 
ery. 
When ask ed if he would divulge the 
secret, he said: “ For a long time past farm­ 
ers have come to my place for oyster shells, 
which they said they pounded fine and fed to 
chick ens to mak e them lay. 
Since I hawe 
been giving the shells 1 have discovered that 
eggs have become more plentiful in the mar­ 
k et, but a more ungrateful lot of farmers I 
have never seen. 
After giving them the 
shells to mak e their hens lay, they come to 
my place-and ask three cents apiece for the 
eggs-” 


S k atin g C on test a t A m sterd am . 
A cable message from Amsterdam to The 


F r e e m a n , today stated: In the sk ating 
championship contest to day the two-mile race 
was won by Joseph F. Dftnaghue, of New- 
burtdi, New- York , in 6 minutes 24 seconds. 
Von Panschiu, the Russian champion, cov­ 
ered the distance in' 6 minutes 31 seconds. 
The best record previously made for the 
same distance was 6 minutes 41 seconds. 
A 
thaw has set in and the ice is rapidly melting. 


O nly 19 an d G one to th e Dog *. 
A 19 -ycar-old 
girl 
named 
Catharine 
O’Rourk e, of Rondout, was sentenced by Re­ 
corder Hussey, this forenoon, to pay a fine of 
$25 or go to the Albany Penitentiary for 
three months. 
She had no money. 
The 
girl’s crime wns disorderly conduct and in­ 
toxication. 
Las* July she was arrested for 
being drunk and was fined. 
She is a hard 
case for a woman so young. 


T h e D ea d ly E le c tr ic E ig h t W ire*. 
An electric light wire crossing a telephoqe 
wire on upper Main-street, Poughk eepsie, 
last night, gave a “ telephone girl” a severe 
shock and set the office woodwork on fire. 
It was necessary to replace 125 wires before 
the upper Main-street circuit could be got in 
work ing condition again. 


In d u str ia l N ote*. 
The Valatie mill, destroyed by fire, last 
winter, will soop be rebuilt. 
A silk factory may be erected atNiverville, 
Columbia County, in the spring. 


R on d ou t’* C orner L oafer*. 
* 
There are many loafers on the street cor­ 
ners in Rondout these evenings. 
About the 
only harm they do is to get in the way of 
pedestrians. 


Hard Lines for B oy s. 
The hoys hardly know what plays to in­ 
dulge in at present, as there are no strictly 
winter sports. 


A TUSSLE 
WITH A 
LARGE 
BEAR- 


In a P ictu resq u e Valiev lo 
th e C a tsk ill 
M ou n ta in s—B rn in C lim b ed a T ree. 
Watson Hollow, in the town of Olive, Ul­ 
ster County, is one of the most beautiful val­ 
leys in the Catsk ill Mountains. 
Through its 
entire length, a broad, clear stream of water 
flows, in which trout disport, while on either 
side lofty mountain peak s lift their heads 
sk yward. 
In the winter time the Valley loses 
much of its l>eauty, though it is still pictur­ 
esque aud shows massive, rugged scenery. 
Owing to the wildness of the immediate 
vicinity, the region abounds in game, so much 
so, indeed, that the title “ hunters* paradise ” 
is familiarly applied to it. 
Iu the wooded 
plateaus partridges mak e their home, while 
bears, wild cats and occasionally a deer roam 
through the thick ets or seek seclusion under 
massive ledges of rock in the upper end of 
the hollow. 
In the Valley is a stone quarry and less than 
a m ile away is the old-fashioned farm house 
of Francis Coons. 
Mr. Coons is the owner 
of two tine hunting dogs. 
One day. recently, 
when the canines set up a terrific bark ing, all 
the “ hands ” at the quarry k uew at once that 
some pretty big k ind of game li; d been 
started. 
One of the work men, named John Win- 
cbell, a big, strapping, muscular fellow, is an 
experienced hunter, 
It is said of him that 
he has a “ nose for game,” and when lie 
heard the dogs bark ing he dropped his drill 
aud rushed after them. 
Near a ledge of 
granite,| a mile or so up the hollow, 
the 
dogs were tearing about 
lik e 
demons. 
Wincholl crawled So the top of the ledge,and 
leaning over he lodk ed down into a deep 
cavity. 
Before he could get back upon bis 
feet, there was a rushing sound, and a big, 
shaggy bear came out of the hole so dose to 
Winchell that his hat was k nock ed off his 
head. 
Off rushed the bear with the dogs in 
close pursuit. 
The run was hot and close for 
about 50 yards, when the bear took to a tree. 
One of the quirrvmen who had followed 
the hunter was told' to “ leg it back double 
quick to Coons’ house after a gun.” The 
man glanced at the big bear, aud he at once 
“ legged it” in superb style. 
The minutes seemed hours to Winchell, 
who had neither club nor weapon of any de, 
seription within reach. 
The bear, becoming 
uneasv at last, be gan to descend the tree. 
Winchell struck au attitude, and when Bruin 
was within reach the hunter gave the brute 
so tremendous a left hander that it again re­ 
treated to safer quarters. 
Again and again 
the bear essayed to icach terra firma.but Win 
chell’s burly fists drove it back . 
In despera­ 
tion the animal finally gave a jump and then 
the dogs sprung at it and Bruin rushed to an­ 
other tree for protection. 
One of the dog’s 
caught the bear’s “ off hind leg” and gave it 
a squeeze between its teeth. 
This so enraged 
the persecuted brute that it turned lik e mad 
on the dogs and boldly attack ed them. 
One 
of the canines was nearly k illed and the other 
fled ignotniniously with the bear at its heels. 
In bis intense excitement Winchell rushed 
after the desperate brute and tried to grab 
one of its hind legs. 
He did not succeed, 
luck ily,or he might have been torn to pieces. 
It was at just this moment that two of the 
quarry men came puffing up with guns in 
their iiand3. 
All three started on the trail, 
but owing to the density of the brush and 
berry they were unable to penetrate their 
wav. 
All three of the men say the bear was 
the largest ever seen in the Valley and intense 
regret is expressed over its escape. 
Winchell wears plaster over his right hand 
k nuck les and accepts the chaffing of his fel­ 
low work men with apparent good humor, 


W IL D CATS IN SU L L IV A N COUNTY. 
Fifteen dead wild eats were left at the 
Sullivan County Treasurer’s office in the 
month of December. 
The bounty on each 
war $1.50. 


SOM E PH A SES OF 
T H E SEAM Y SID E. 


A C hurch at H imI moii H til» b eil-.\ T h ie f S en t 
to Pi*i*on H ere thin A ftern oon . 
Last niglit Christ Church, Hudson, was 
entered by thieves and robbed of all its 
brasses, consisting of a solid cross weighing 
30 pounds, two altar vases, and altar 1 k>oL 
rest. 
One Michael Lundy, of Milton, was tak en 
to the Albany Penitentiary by Deputy Sheriff 
Woolscy yesterday on a two months’ commit­ 
ment, for having assaulted a night watchman 
by the name of Sleight. 
Owen McMahon, convicted of stealing a 
pair of rubber boots from Myers’ shoe store, 
on Union-avenue, Hondout, was sentenced 
by Recorder Hussey, this afternoon, to four 
months in the Albany Penitentiary. 


A 
C A R EFU L 
S UICIDE ’ S 
M ETHODS. 


A n E n g lish m a n W h o l>i<l N ot W i*h to S p oil 
a G ood S u it of C lothe*. 
This forenoon the body of a man about 30 
yeaiscld, was found iu Astor’s Pond, near 
Illiinebeck . 
The Coroner was notified and it was discov 
ered that the man was an Englishman named 
William Haydock , who had k ept a barber 
shop in Rhinebeck Village. 
It is believed that Haydock deliberately 
committed suicide. 
He moved into the ba 
ber shop last May. 
Business was dull, and 
he did not pay his rent. 
The owner of the 
building had given Haydock to understand a 
few days ago that if he did not settle for the 
rent on February 1 that he would be com 
polled to move out. 
This worried Haydock 
and the fact, as he told a friend, that his 
“ girl had gone back on him," made him 
melancholy. 
The last'seen of him alive was last-night 
lie was noticed to euier his shop and emerge 
therefrom a few minutes later wearing an old 
suit of clothes and a pair of rubber boots 
which he had exchanged for a new suit 
From this it seems that Haydoca had plan 
ned the manner of his death, but did uot 
want to spoil a good suit of clothes. 


T he Scourge of D iphtheria, 
The White port public school has been 
closed on account of the prevalence of diph­ 
theria, 


W O RK OF FRIEN D LY ORGANIZATIONS. 


O fficers 
E le c te d —M eetin g to 
b e H e ld —A 
P u b lic In sta lla tion . 
Roudout’s Good Templars will meet in 
regular session this evening. 
The officers of Ulster Lodge of Odd Fel­ 
lows, of Saugerties, will he installed this 
evening by 1). I). G. M. Walter C. Dolsou, 
of this City. 
The following have been elected officers 
of Ivanboc Lodge, No. 180, K, of P., of 
Walk ill: 
J. D. VanLeuven................................................. ...P .O . 
Joseph DeGroff ............................................................C. C, 
J . H. Phinnev............................................................... V. C. 
John K. DuBois ... 
P. 
Theodore Mitlspaugh ............................................... 
M. E. 
Charles J. Langer..........................M. F. and K. of R. 8 , 
Thomas Martin 
M. A. 
Ezra Murtz. 
.............................................................. 1. G. 
David McElhany 
O. G. 
8 . J. Dill...........................................................................Rep. 
G. Hulse. P. Marcinkowski .............................. Trustees 
The officers of.Temple Chapter, li. A. M., 
of Albany, were publicly installed on Tues­ 
day evening. 
Gartland’s orchestra was iu at­ 
tendance. 
The rooms were decorated. 
A 
musical programme was rendered. 


Old D q tch D og g erel. 
Marius Schoonmak er, iu hjs History of 
Kingston, says when the British came to 
Kingston during the Revolution “ it is reason­ 
able to suppose the unarmed inhabitants,who 
had not already fled from the village made 
what expedition they could to get out of 
harm’s way. 
* * * Whatever may have 
been their expedition, however, whether 
speedy or laggard, it gave rise to the follow­ 
ing Dutch doggerel: 
Loop, jongeus, loop, de Rooje 
Komme. Span de wagen 
Voor de paerde, en vy na 
Hurley toe. 
Thp translation is as follows : 
Run boy s, run, the red coats are doming. Harnes» 
fhe horses before the wagon, and to Hurley ride, 


On Pag es 1 and 3: 
Poge 1—Editorial notes, telegraph and cable news 
up to 5 o'clock this evening. 
Page 8 —Hudson River and Inland news; a story 
told by a Kingston dentist; Ulster County Super­ 
visera' bills, etc. 


THE BOARD OF HEALTH. 


NO QUORUM 
AT 
T H E 
C IT Y 
H ALL ON 
W ED N ESD A Y AFTERNOON- 


C. P . R id en ou r an d J oh n R . S teb b ln s M ake 


S ev era l F or c ib le R em a rk s—M erch an ts 


w h o S et th e L aw a t D efia n ce— 
V ita l S ta tis tic s R ecord. 


Here’s a state of things.—The Mik a d o . 


What busineso was transacted by this 
City’s Board of Health yesterday afternoon, 
at the City Hull, was done without a quorum, 
there being present only two members, John 
R. Stebbins and C. P. Ridenour. 
The semi-annual pay roll for Vital Statistics 
was presented by the Secretary. 
It was 
signed bv Messrs. Stebbins aud Ridenour. 
Mr. Stebbins said it was his intention to re­ 
sign as a member of the Board. 
Mr. Ridenour said that be did not wish to 
be understood as criticising the action of the 
other members, but he was disgusted. 
Dur­ 
ing the past five or six years that he had 
been a member, only one-half or one-third of 
the members had been present at the meet- 
iugs. 
Mr. Stebbins spok e of the utter disregard 
of the law shown by certain merchants, who 
infringe on the rights of the ¡» eople by ob­ 
structin'/ the sidewalk s with their wares. lie 
ask ed: “ What k ind of Government and offi­ 
cers have we? They mak e one-half the peo­ 
ple obey the laws, and the oilier half do as 
they please.” 
The following record of Vital Statistics for 
the past year was read by the Secretary: 
To the B o a rd o f H ea lth o f the C ity o f K ing sto n : 
Pursuant to a resolution of j our Honorable Body , 
1 herewith submit the following annual report, 
tabulated from the records of Vital ¡Statistics for 
the. y ear 1S-W. 
During the y ear there have been repot ted and re­ 
corded monthly , the following certiticates: 
18 8. 
natii* 
I) -Mim 
Murr! IK''* 
Ret'oiii'i. 
KlT-ll'Oll 
Ho,HI, 1.'.I. 
January................. ............... 
64 
89 
21 
February.............. 
............. 
50 
30 
14 
11 
March.................... ............... 
42 
8 6 
April..................... 
................. 
50 
31 
20 
16 
May......................... ................. 
45 
39 
J une........................ ................. 
65 
31 
11 
J uly......................... ............... 
02 
48 
11 
August ................ 
................ 
61 
:j8 
5 
September............. 
............... 
61 
8 8 
22 
October .................. ......... 51 
IS 
23 
November ............. ................. 
51 
27 
19 
December.............. ............... 
37 
23 
15 


Total ................... 
............. 8 28 
•W4 
18 8 
Compared with 18 8 7, births increase 22, deaths in 
crease 25 and marriages decrease 21. 
Among the births reported were 7 pairs of twins. 
The mortuary records again show 
a remarkable 
and unusual longevity , 62 persons having died dur 
ing the y ear who had passed the Psalmist's alloted 
a g e of' three score and ten.” and 15 others having 
reached the ago of tiO y ears and upwards. Of the 
extremely aged one died at the age of 106, one at 90 
und two at 91. 
The following table gives a general classification: 
Between the ag es of 90 and 105 the deaths were 


Under one y ear. 


80 
• 
9 9 “ 
“ 
21 
70 ‘ 
8(1 “ 
“ 
37 
60 1 
70 
“ 
“ 
“ 
45 
50 ‘ 
6) “ 
20 
40 
50 “ 
19 
30 
40 " 
22 
20 • 
3 ) “ 
“ 
“ 
23 
10 
‘ 
20 “ 
23 
5 
. 
j 0 .. 
“ 
oo 
1 
. 
5 
i, 
,. 
i» 
77 


BU 9 IN ESSN O T IC ES. 


THU WEEKLY FREEMAN. 
All the local, telegraph aud general news 
of the past week can be found in the week ly 
issue of The F re e m an , published to-day. 


VALUABLE CORNER LOT. 
Corner North-Front and Fair-streets, will 
be sold at public auction to the highest bid­ 
der, Thursday, January 17, at 10 A. M. 
Size 
of lot 22x83 feet. 
Sale on the ground. 
M rs . J o h n I). S l e ig h t . 


Making a total of .................................................. 
334 
And showing an annual death rate of 18 .19 per 
thousand. This percentage is has d ou a population 
of 21,104, as shown by the census taken by the City 
in August, I8 8 5, and will be found to be below the 
average of other cities iu the Hudson River Valley . 
I have also prepared the following table giviug as 
near as may bo, the principal causes of death, as 
reported by the phy sicians: 
From old age, paresis or senile decay ..................... 31 
“ 
drowning and other accidents. ..................... 10 
“ 
consumption of the lung s ................................. 8 0 
“ 
pneumonia...................... 
20 
“ 
phthisis and other lung diseases..................... 1J 
” 
organic heart disease or heart failure 
30 
“ 
paraly sis of heart or brain.............................. 21 
“ 
cirrhosis and o' her liver complaints ............. 11 
“ 
infantile convulsions........................................... 17 
“ 
nervous diseases in adults................................ 4 
“ 
cholera iufautuiu and marasmus—children. 28 
“ 
diarrhoea! disease—adults................................ 14 
“ 
membranous oroup ............................................. 10 
“ 
bronchial and other throat diseases .............. 17 
“ 
meningitis and other spinal diseases 
11 
“ 
premature birth and Inanition......................... 11 
“ 
puerperal fever or diseases due to childbirth 5 
“ 
Bright’s and other kidney diseases................ 
7 
“ 
cancer....................................................................... 
7 
“ 
rheumatism and bip joint disease................... 
5 
“ 
divers other constitutional diseases .............. 
4 
From contagious, infectious or other zy motic 
diseases, usually ascribed to insanitary conditions 
the deaths reported as follows: 
From whooping coug h .................................................. 
5 
“ 
scarlet fever. .....................\............................ 
2 
“ 
diphtheria and diphtheretje croup,., .......... ik> 
“ 
ty phoid le v e r......................................................... 
41 
remittent and other malarial diseases 
14 


Total number of deaths from all causes . 38 1 
The large death rate amongst children appears to 
be due to diarroeal diseases in the summer months 
aud seems to call for greater precaution on the part 
of parents in the use ot unripe fruits or other foods 
deleterious to the health of children. 
The thanlfs of the Board of Health are due to the 
clergy men and phy sicians, wijti two or three excep­ 
tions, for the promptness and accuracy of their re­ 
ports. 
1 am convinced, after investigation, that the 
deathsjiavc all been reported 
and nearly all the 
births. A few certificates of marriage have not 
been reported by the clergy man of one of our 
churches and those that have be -n reported from 
said church do not contain sufficient Information to 
comply with ordinances of this Board or the regula­ 
tions of the State Board of Health. 
Respectfully submitted. 
Aug . Schehmoks 
, 
Secretary Board of Heulth. 
Dated January 9 , 18 8 9, 


Th« “ F ü ll of the M oon.” 
Jhp “ fqll of the moon” occurs 
on Janu­ 
ary 17. aqd many weather prophecies are 
be­ 
log; made on account thereof. 


T H E 
RECORD 
OF 
C IT Y 
AM USEM EN TS. 


A H a ll-A ttr a c tion s in K in g ston and R on ­ 
d ou t O p era H ou ses, Ktc. 
The “ Hamlin W. O. Concert Company ” 
gave another artistic concert and'an amusing 
variety performance in 
Liscomb’s Opera 
House, Rondout, last night. The company 
can he seen and heard there the balauce of 
this week . 
* 
The members of the Hauck Gymnasium 
Club will srive a masquerade ball at Wash­ 
ington Hall, Rondout, on January 28. 
Be­ 
fore dancing begins athletic young men « will 
give an exhibition of their prowess in tumb­ 
ling, trapeze performance, etc. 


Lcland F. Powers will give dramatic im­ 
personations in Dick ons’ 
“ David Coppcr- 
tield ” and General Lew Wallace’s “ Chariot 
Wace,” ip “ Ben Ilur,” in the Wurts-Slreet 
Baptist Chapel, Rondout, on Friday evening, 
January 25, under the auspices of the Ron­ 
dout Young Men’s Christian Association. 


At Kingston Opera House,to morrow night, 
“ The Cattle King,” by Janies H. Wallick 
aud company,will lie presented. 
A press no­ 
tice from the 
Ph ila d elp h ia No rth -America n 
reads; 
James H. Wallick presented hi* equine melo­ 
drama, “'The Cattle King,” at the National Theatre, 
last night, for the first lim e in this City , and was 
§ 
reeted by one of the largest - if not the largest — 
otises of the season. Tho play iKxjsesses consider­ 
able merit. 
. 
In speak ing of Miss Hall, who will sing at 
the Rondout Masonic Concert, in Liscotnb’a 
Opera House, on Tuesday evening. January 
15, the Bro o klyn Times 
says: 
Miss Hall won the hearts of the large audience a s­ 
sembled at once, and was applauded with such 
vigor that she was compelled to respond with an­ 
other solo, receiving most enthusiastic expressions 
of approval from those present. 
The Rev. J. II. Vincent, I). D., says Signor 
Vitale mak es his instrument “ talk , sing, 
whistle aud warble.” 


C on cern in g T w o C lerg y m en , 
The condition of the Rev. J. Hannaburg, 
of Poughk eepsie, who fainted in his pulpit, 
on Sunday, is serious. 
Fever set in yester- 
duy. 
The Rev. Herman J. Berk emeir, of Port 
Chester, was married to Miss Magdelene 
Luther, of Poughk eepsie, in the German 
Lutheran Church of that City, yesterday. 
There was a large attendance. 
The officiat­ 
ing clergymen were the Rev. N. D. Kraem- 
ing, the Rev. G.- C. Berk emeier, brother of 
the groom, and the Rev. W. Berk emeier, the 
groom’s father. 
— * ■ - ■ 
¥ h e M ortu ary R ecord . 
The funeral of Jacob E. Smith of Co. K. 
124th Regiment, N. 
Y. 8. V., was held 
this afternoon, under charge of the Carroll 
Post of this place, 
The remains were buried 
in the soldiers’ plot in Laurel Grove, with all 
honors of a soluler.—JFWi 
Jerci» Un io n , Ja n ­ 
u a ry 9, 


SLAUGHTER. 
Prices at the Slaughter Sale, on North- 
Front-street. 
Pins, one cent a paper; pearl 
dress buttons, a dozen, one cent; tea and cof­ 
fee pots, eight cents; spool cotton, two cents; 
men's wool mits, five and 10 cents; thermom­ 
eters. 10 ceDts; carving k uife and fork . 25 
cents; and thousands of useful articles at 
half the usual rales. 


G a rd in er. 
A- S. Denton has purchased the old school 
house in thé Schoonmak er district and re­ 
moved it to his premises. 


READ AND WAIT ’ 
If you value money you will yvnit until 
Wednesday, January 10, commencing on that 
date, sale to last 11 days only, one of the 
largest Clothing Manufacturers of Boston 
wiil slaughter, in the large store iu Music 
Hall building, over $25,000 worth of Gent’s 
and Boys’ fall and winter clothing. 
These 
goods must be converted into cash regardless 
of prices. 
This will be the greatest opportu­ 
nity ever k nown to buy clothing at less than 
the mak ing cost. 
People from out of town 
can cotne and save their expenses twice over 
by attending the tremendous slaughter. Over 
4,000 Overcoats and Gent’s Odd Pants, in 
fine Beavers, Chinchillas, Kerseys, Meltons, 
Harris & Sawyer Cashmeres, elegant Im­ 
ported 
Cork screws, Worsted, etc. 
Men’s 
heavy Melton Suits, $3.25, real cost to man­ 
ufacture, $8.87; Men’s tine Kersey Over­ 
coats, $2.75, worth $8.72; Boys’ fine Caasi 
mere Suits, $2.70, worth $8.25; Men’s all 
wool Dress Suits $5.9 5, w’orth $12.35; Men’s 
elegant 
Cork screw 
Suits, 
$7 9 0, 
worth 
$15.9 5; Children’s Overcoats, $1.49 worth 
$4; Children's all-wool Suits, $1.80, worth 
$4.25; ¡ind thousands of other grand bar­ 
gains one sees only once in a lifetime. It will 
pay you to come 30 miles. 
Remember the 
location, 30 John street. Music Hall, near 
Post-Office, Kingston, N. Y. 
Commencing 
January 16. 


“ THIS IS THE BOOT FOlt ME ! ” 
Don’t buy your rubber boots until you 
lmvc seeu the “ Colchester.” with sole leather 
licel. 
This is the best fitting and most dur­ 
able boot in the mark et. 
Made of the best 
pure gum stock . 
The sole leather licel saves 
money to the wearer. 
Don’t buy your Arc­ 
tics until you have seen the Colchester Arc­ 
tic, with “outside counter.” Ahead of all 
others in style and durability. 
If you want 
the worth of your money try the Colchester, 
with “ outside counter.” 
Kept here by best 
stores. 
At wholesale by L. E. Schoonmak er 
& Co., New-York . 


CLAIRVOYANT EXAMINATIONS FREE, 
by Dr. E. F. Butterfield. 
There is no sub­ 
ject that requires so much study und experi 
ence as the treatment and cure of chronic dis 
cases. 
The astonishing success and remark 
able cures performed by Dr. Butterfield are 
due to the gift of Clairvoyance, to the long 
study of the constitution of man, and the cur­ 
ing of diseases from natural remedies. 
Let 
those given up by others call for examination. 
He cures the worst cases of Scrofula, Catarrh, 
Piles, Asthma. Female Weak ness, Diseases 
of the Heart, Lungs and Kidneys. 
Guaran­ 
tees to cure every case of Piles. 
At Eagle 
Hotel,Kingston, on 
Monday, January 14, 
1889 . 
Leaving hotel at 4 
p . m. 
At Madison 
House, Middletown, Tuesday, January 15, 
1889 . 


ART 8 TUDY AT HOME. 
“ Notes on Decorative Art,” covering val 
liable information on Tapestry, Oil Lustra 
and Mineral Painting, free for four cents 
postage. 
Regular 
lessons 
by mail, aud 
studies, hand-painted, aud chromos to rent 
A r t A ge nc y , 27 W. 42d St., New-York . 
Correspondents will please mention this paper. 


“Are You Wid Us?” 


Iu order to stimulate trade during 


the usually dull mouth of January 


we shall mak e a special run on 


Parlor Furniture. 


• S P E C I A L N O . 1. 


A Mohair Plush Suite consisting 


of 6 pieces made of pure mohair 


plush, assorted colors, with Cherry 


Frames for $45.00. 


S P E C I A L N O . 2. 


A good suite made in first-class 


style, 0 pieces, in marbleized silk 


plush with Cherry 
or 
Walnut 


Frames for $55.00. 


S P E C I A L N O . 3. 


A silk plush or brocatelle suite 


best quality in Walnut, Oak or 


Cherry Spring Edge,usually sold for 


$100.00 our price $80.00. 


S P E C I A L N O . 4. 


A Tuik ish lounge made up in 


French Crepe double back , with 


springs in back and head, $18.00 


Same in Cretonne .................$15 00 


“ 
“ Mohair Plush 
$24.00 


S P E C I A L N O . 8 . 


A solid black walnut couch made 


up in tow and covered with Ramie 


Cloth for $4.50. 


Hudson River Furniture Company 


STEAMER GLEN ERIE 
Leaves Rondout for Glasco and interme 
diatc landings at 8 a .m ., 11:30 a . m., 3:30 
p. m. 
Returning, leaves Glasco 
9:30 a . m. 
1 p. m ., 4:45 p. M, 


f o r s al e ! 
f o r s al e ! 
The old established Boot. Shoe, Hat and 
Cap business of Wood Brothers’, corner Wall 
and John-streets, for sale. 


Organ for sale cheap to closeout the stock 
W il l iam W int e r , Roudout 


A Printing Press with fine lot of type. 
Cheap. 
Au Office Desk , cheap. 
Cement 
Company’s Store. 
Rheumatism 


According to recent investigations is caused by ex 
cess of the lactic acid in the blood. This acid at 
tnoks the fibrous tissues, particularly in the joints, 
and causes the local manifestations of the disease 
pains and aches in the back and shoulders, and in 
the joints at the knees, ankles, hips and wrists, 
Thousands of people have found in Hood’s Bars a 
parilla a positive and permanent cure for rheuma 
tism. This medicine, by its purify ing and vitalizing 
action, neutralizes the acidity of the blood and also 
builds up and strengthens the whole body . 


H ood ’s S a r s a p a r illa 


•*1 was laid up for six months with rheumatism 
and used many kinds of medicines without good re 
salt till one of my neighbors told me to take Hood’s 
Sarsaparilla. When I had used half a bottle I felt 
better and after taking two bottles I think I was en 
tirely cured, as I have not lind an attack of rheuma 
ti3m since.” E ugene H. D ixon , Kossville, Staten 
1 land, N. Y. 


C u res R h e u m a tis m 


“ I had attacks of rheumatism which increased in 
severity . 1 took three bottles of Hood’s Sarsaparilla 
and I am pleased to say the rheumatic paius ceased, 
iny appetite and digestion became b? tter and my 
general health greatly improved. I am firmly con­ 
vinced that Hood’s Sarsaparilla cured me, as I have 
felt no recurrence of this blood disease.” W« . 
S coon 
, Geneva, N. Y . 
N. B. 
If y ou make up y our mind to try Hood’s 
Sarsaparilla, do not be Induced to take any other. 


H ood ’s S arsap arilla 


Sold by all druggists. $1; six for $5. Prepared only 
by C. I. HOOD & CO., Lowell, Mass. 


1 0 0 D os e s O n e D olla r. 


(i. B. M. & Co., Kondout. 


We have placed on our oounter 
one lot of ladies’ oloth Jack ets. 
They are new style and excellent 
quality. We will sell them at the 
uniform price of $3.50 each. Come 
in and see them and find out how 
much less this is than the regular 
price. 
Ladies’ Plush Wraps at great bar­ 
gains to the buyer. 
Ladies’ and Children’s Cloaks at 
reduced prices. 
What Holiday Goods we have 
left at a very low figure. 


B. MERRITT 
COMPANY, 


R O N D O U T , N . V . 


B O O K S ! 


1.000 Volumes of the popular ALTA 
12mo. book s received and sold at 
very low prices. These are suit­ 
able for the Sunday School Libra­ 
ry, Public Library, etc. 


100 Volumes of the 
CH ANDOS 
CLASSICSERIES now on sale 
Rare book s at the prices uifered 


1.000 Volumes of beautiful JUVEN 
ILE BOORS from 15 to 50 cents 
each. Great Bargains. 
Elegant Gift Books 


Standard Book s in Sets. 


Christmas and New Year Cards 


Fine China and Bric-a-Brac. 


FORSYTH & WILSON 


Opposite the Court House, 


K IT ST G -S T O T ST , N . V 


M E Y E R ’S 


STOCK TAKING 


Comes in a few day s ami we believe In a 
general 


M A RK DO W N 


A o unload sill we can and thus g ive 


New Fresh Goods 


Each season. The old sty le of keeping g oods to look 
at rather than take a loss, is a “ Back Number” that 
we never wish to read. Go to 


Meyer, The Shoe Dealer, 


The Spot Cash House, 


Where goods are marked in plain figures 


26 Union-Ave., Rondout; 


45 North Front-Street. Kingston. 


Liscomb’s Opera House. 


ONE WEEK, COMMENCING 
Monday Evening, Jan. 7, 
Hamlin’s W. 0. Conceit 


- A N D - 
SPECIALTY COMPANY. 


Kingston Opera House. 


ONE NIGHT ONLY. 


FRIDAY, JAN. 11,18 8 9 . 


A m e r ic a ’s F a v or ite 
James H. Wallick 


In the Sensaltonal Melo Drama 


iirT he C attle K in g .” 


Supported by a powerful company . 


Beautiful Scenery! 


Magniftcient Costumes! 


Wonderful Horses! 


Tick ets • ■ 25,35,50 and 75 Cts. 


d X ? 8 n°W 00 "* * at E‘ W ater’s. Horse cars at 


Liscomb’s Opera House. 


ONE NIGHT ONLY. 
JANUARY 15, 18 8 9. 


g ra nd 
c o nc e rt 


-BY- 


\ itale Stephenson Combination 


AND----- 


Miss Hall, of New-York City. 


Under the auspices of 


R on d ou t L odg e,N o. 8 48 ,F .A A . M. 


TICKETS 8 0 CTS. 


of the ^ « 9 
at George 
comaw^ » t« 9 :cloc k . DoSS 


Horse Cam in waiting at close. 


-T H E - 
“ Acme” Quartette 


Equalled by Few, 


Unsurpassed by Any 


-A N D A - 
Strong Yaudeville Co. 


Change of Programme Nightly. 


OUR PRICES - - 10 and 15 Cts; 


The best 10 cent show in the world. Horse 
curs in waiting at clo^e. 
NOW IS THE TIME 


TO BUY YOUR 


Parlor Stoves. 


The Famous 


G rold C oi n 


BASE BURNER 


Is still tlie leader. Also an elabo­ 
rate variety of 


PARLOR STOVES 


Both Round and Square, from the 
cheapest to the most elegant in de­ 
sign, direct from the manufacturers; 
It will pay you to call and exam, 
ine mv stock before purchasing j 


Agent for tbe 


D U N N I N G 


Patent Steam Beating Boilers 


.Over 5,000 in use. 


E C O N O M Y 


SEII AND W S III: ITOCEK. 


P lum bing , 


Steam H eating 


and Gas Fitting . 


Stoves, R ang es 


and F urnaces 


Copper, Tin and 


Sheet Iron VWork. 
> 


HENRY E. W IE BER, 


■ 
.. 


42 Union-Avenue, 


RONDOUT N. Y. 
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SEVERE STORM HEREABOUT. 


T O R R E N T S O F R A IN A N O H IG H W IN D S 
C A U S E M U C H H A V O C . 


A Cloud B u n t la tb« Valley of the Ne»er- 
•lnh—Fruit Trees Uprooted In Por­ 
tions of Ulster County—Damage 
• 
' 
A t Port-Kwen, Etc. 


The war of the elements.—De Vo*. 
The storm—mention of which was made 
in T h e F r eem a n, of last evening—that 
deluged the Neversink Valley, yesterday af­ 
ternoon, arrived here and at points in this 
vicinity along the Hudson Hiver, last night. 
The cloud burst in the Neversink is said to 
have deluged the country, the rain fall hav­ 
ing been tremendous. 
At points in the Catskill Mountains the 
storm was terrific, the electrical display being 
very vivid. The streams this afternoon are 
raging torrents. 
Along the Wallkill and Rondout Valleys 
in localities the high wind wrought much 
havoc. Correspondents telegraph that the 
Btreams have overflowed their banks. Be­ 
tween 7 aud 8 o’clock, lust night, the rain is 
said to have fullen in “ bucketfulls." 
A black wiud cloud swept up from thp 
South, hung over Kingston for a miuute or 
so, and then as if attracted to the Catskills 
whirled in that direction, causing a roaring 
sound. As the w il l rushed through the 
streets it picked off signs and scuttle 
covers and other loose material aud hurled 
them along with great force. It twisted tel­ 
egraph wires and broke off limlis of trees. 
The wind blew so hard pedestrians were 
tumbled over ou the street, aud wagons were 
lifted from their wheels. A well house iu 
the yard of A. B. Durham was picked up by 
the wind and whirled around several times. 
It fell over the well out of position. The 
Iward fence enclosing the base ball grounds 
on Union-aveuue was partly demolished. 
“ On tbe-Hill,” Rondout, this morning, 
sidewalks were strewn with twigs and limbs 
from trees. Shutters were hanged and 
broken. 
James Murdock, who lives in the light 
house at (lie mouth of the Rondout Creek, 
said that it was a terrible night on the Hud 
son River. The spray dashed over the 
tower. 
On the Hudson River pilots of tows—for 
even if it is midwinter, tows are still being 
run—say it was one of the worst nights they 
ever experienced. At one moment the moon 
shone brightly, the next all was chaos, the 
atmosphere being filled for a second or two 
with pieces of twigs, etc. Several boats nur 
rowlv escaped being dashed on the shores 
In the fruit districts of Ulster County the 
wind uprooted trees in localities. The loss in 
the aggreeate is large. 
At Port Ewen the wind blew with great 
force. The people were assembling for wor 
ship iu the churches. Fear and consternation 
was depicted on every countenance and those 
ou the streets hurried to places of shelter ou 
account of the falling rain. Missiles were 
hurled through the air aud much movable 
property was destroyed. It was feared that 
the steeple of the Reformed Church would 
be blown down. Outhouses and well curbs 
were toppled over. A summer kitchen of 
Elliott Houghtaling was lifted up bodily by 
the wind and broken into fragments. Heze 
kiali lloughtnlinsr’s chimney was toppled over 
ami a flag-staff of William H. Maybee was 
blown down. 
_ 


T H E R E A R E N O “ W H IT E C A P S " H E R E . 
An Absurd Story-W hat a Practical •• Joker" 
Ha* Done. 
A story is being circulated that “ White 
Caps” have sent a warning to Judson C. 
Fiero. Jaüitor of the City Hall here, warning 
him that he “must mend his ways.” 
There are uo " White Caps” here. Some 
addlepated practical “ joker” sent a foolish 
communication to Fiero. 
That is all there is to the “ White Caps” 
yarn. 


R A T H E R 
A 
C O O L 
W O M A N , 
T H IS. 
A R unaw ay at Rhinecliff, in W hich a Kon- 
dout Man Figure*. 
Yesterday a woman in a buggy, at Rhine­ 
cliff, had a narrow escape from death. The 
horse ran away, aud the vehicle coming iu 
collision with another wagon, upset. The 
woman fell in the wagon top,and was dragged 
a block, when Saul Kclder, of Rondout, 
stopped the horse. The woman crawled out 
of the top and coolly said: “ I am not hurt, 
but I do not care about riding in that style.” 


T H E C U R S E O F S T R O N G D R IN K H E R E . 
A Story that Currie» It» Own M oral—A Ter­ 
rible Deathbed Scene. 
A story of the effects of strong drink is told 
in Rondout. A man, who died recently,had 
a wife and several small children. The wife 
was so addicted.to strong drink that the hus­ 
band, while ill, was compelled to keep his 
pocket-book under his pillow. One day he 
wanted some medicine at once and there being 
no smali change in his pocket-book, he was 
compelled to let his wife have a $2 bill with 
which to purchase the remedy. The wife 
took the money, “went on a spree” and did 
not return for 12 hours. When the man 
caught a glimpse of the besotted woman he 
turned over in his bed toward the wall and 
died soon after. During the death scene the 
wife lay drunk across the foot of the bed and 
on raising her from her prostrate position a 
gin bottle dropped from her bosom. Her in­ 
fant lay covered with filth, not having re­ 
ceived anv attention or food in nearly 24 
hours. Kind-hearted women took the child 
and gave it a hath and nourishment and it has 
since been kept away from its drimken mother. 
T h e F reem a n suppresses names—they are 
well known to many residents of the Seventh 
Ward—out of regard to the dead man s rela- 
tives. 


ST . M A R Y ’S C H U R C H FA IR C L O S E D . 
It was Succem ful F in an cially and O ther­ 
w ise—T he N am es of the Prize W inners, 
The fair of St. Mary’s Roman Catholic 
Church, Ilondout, was closed last uiglit. A 
large number of people were present. The 
total amount received for votes on the gold 
watch was #866.56. The successful com 
petitor was Joseph A. Murray, the votes f«r 
whom amounted to $425.45. The other votes 
ranged as follows: Thomas Rourkc, #220.54; 
Kerim Fallon. #171.35; John F. Daly, 
#49.22. Miss Margaret Fenny was awarded 
the diamond ring. Tiie amount realized for 
the same was #368.15. The articles ‘remain­ 
ing on sale were disposed of at auction, with 
Patrick O’Reilly in the role of auctioneer. 
The fair was a success. A soiree will be 
given in the Hall, on Wednesday evening, 
January 10, under the auspices of the ladies 
who had charge of the fair. The net pro­ 
ceeds of the fair were #2,573. that lieiug the 
largest sum ever netted at a fair held by this 
church. In 1879 the proceeds were #1,627; 
1885, #2.135; 1881. #1,642; 1883, #2,555; 1884, 
#1,821; 1886. #702. The Very Rev. P. Pren- 
dergust, the Pastor, is highly pleased. 


A T R A IN R U N S IN T O A L A N D S L ID E . 
N arrow K w apc of the M ontreal Kxpres» on 
T he New-York C entral R ailroad. 
While the Montreal Express on the New 
York Central Railroad was passing the Iron 
Works at Albany, last night, it was struck 
by a land-slide. The engine was demolished 
and the baggage, express and three passen 
ger cars were derailed. The engineer was 
badly hurt and the fireman *vvus injured 
The escape of the passengers from harm was 
marvelous. 
O TH ER RA ILRO A D NEW S. 
Vestibule Pullmau cars are now run on the 
Erie Railroad. 
The Iloosie tunnel is now lighted by 1,250 
iucandesceut electric lights. Two trains will 
now be allowed in the tunnel at the same 
time. 


T O L D B Y AN O L D H U R L E Y F A R M E R , 
W ho Can “ D raw the Eon!- H ow ” A bout 
the W eather, Crows and T heir W ays 
was in Hon- 


B O A T S A N D B O A T M E N H E R E A B O U T . 
The “ R ondout” Sent to New-York C ity— 
Tow ing lee liarse» Up North. 
lee barges are being loaded at Coxsackie 
and Catskill Point. 
The propeller Rondout left this port this 
morning for New-York. 
Ferrymen along the Hudson River begin 
to wonder if their winter vacation “is ever 
coming.” 


-Personal M entloD. 
Cornelius II. VanGaasbeek, Jr., of Kings 
ton, lias gone to Aiken, South Carolina. 
J. Albert Merritt and James Bruyn, of 
Kingston, started for New-York City, to­ 
day, from which place they will sail for 
Florida. They will be absent six weeks, 
and expect to visit Cuba aud other islands of 
the West Indies. 


An Old Hurley farmer, who 
dout to-day, told of an amusing 
stance. He said: "The Indian summer 
weather is what is puzzling crows. The 
black thieves expect to find corn growing iu 
the fields, and they do not know what to 
make of it when they find but hare ground. 
Yesterday a flock of crows circled around 
mv corn field several times and finally lit in 
a large hickory tree in one corner of the lot 
A more disappointed-lookiog set of crows 
you never saw. Some of them actually shed 
tears as they gazed upon the field denuded of 
corn stalks. If this warm winter weater con­ 
tinues all the crows in this section of the 
country will die of broken hearts.” 


In the U lster Surrogate’» Court. 
The following'business lias been transacted 
in the Ulster County Surrogate's Court, 
Kingston: The will of Elmira Willscy, late 
of the town of Lloyd, proved. The bequests 
are: To the husband, Henry P. Willsey, lot 
of land in Highland village, other real estate 
and personal property during life. After his 
death the property to goto Mary C. Wheaten, 
Louisa W. Smith. Sarah Jane Pancoast and 
Elizabeth Ann Hartshoru; Executor up 
pointed, Henry P. Willsey. The will of 
Hannah E. Bercan. of Marlborough, proved. 
The sister, Catherine, receives all the estate 
during life. At her death the same is given 
to a nephew, S. E. Baxter, with the excep­ 
tion that a brother, William Berean, and 
sister, Julia E. Mackey, receive some of the 
personal property. 


A T U S S L E 
W IT H A 
L A R G E 
BEAR. 
In a Picturesque V »llev in th e C atskill 
M ountains—B rnln C lim bed a T ree. 
Watson Hollow, in the town of Olive, Ul­ 
ster County, is one of the most beautiful val­ 
leys in the Catskill Mountains. Through its 
entire length, a broad, clear stream of water 
flows, in which trout disport, whiie on either 
side lofty mountain peaks lift their heads 
skyward In the winter time the Valley loses 
much of its beauty, though it is still pictur­ 
esque aud shows massive, rugged scenery. 
Owing to the wildness of the immediate 
vicinity, the region abounds in game, somuch 
so, indeed, that the title “ hunters' paradise” 
is familiurly applied to it. Iu the wooded 
plateaus partridges make their home, while 
bears, wild cats and occasionally a deer roam 
through the thickets or seek seclusion uuder 
massive ledges of rock iu the upper end of 
the hollow. 
In the Valley is a stone quarry and less than 
a mile away is the old-fashioned farm house 
of Francis Coons. Mr. Coons is the owner 
of two fine hunting dogs. One day, recently, 
when the canines set up a terrific barking, all 
the “ hands ” at the quarry kuew at ouee that 
some pretty big kind of game hi d been 
started. 
One of the workmen, named John Win- 
clieli, a big. strapping, muscular fellow, is an 
experienced hunter, It is said of him that 
he has a “ nose for game,” and when lie 
heard the dogs barking he dropped his drill 
and rushed after 'them. Near a ledge of 
granite,| a mile or so up the hollow, the 
iiogs were tearing about like demons. 
Wincbell crawled to the top of the ledge,and 
leaning over he lortked down into a deep 
cavity. Before he could get back upon bis 
feet, there was a rustling sound, and a big, 
shaggy bear came out of the hole so close to 
Wincbell that his hat was knocked off his 
head. Off rushed the bear with the dogs in 
close pursuit. The run was hot and close for 
about 50 yards, when the bear took to a tree. 
One of the quarrymen who had followed 
the hunter was told to “ leg it back double 
quick to Coons’ house after a gun.” The 
man glanced at the big bear, aud be at once 
“ legged it” in superb style. 
The minutes seemed hours to Wincbell, 
who had neither club nor weapon of uny de» 
seription within reach. The bear, becoming 
uneasy at last, began to descend the tree. 
Winciiell struck au attitude, and when Bruin 
was within reach the hunter gave the brute 
so tremendous a left hander that it again re­ 
treated to safer quarters. Again and again 
the bear essayed to leach terra firma,but Wiu 
chell’s burly fists drove it back. In despera­ 
tion the animal finally gave a jump and then 
the dogs sprang at it and Bruin rushed to an 
other tree for protection. One of the dog’s 
caught the bear’s “ off hind leg” and gave it 
a squeeze between its teeth. This so enraged 
the persecuted brute that it turned like mad 
on the dogs and boldly attacked them. One 
of the canines was Dearly killed and the other 
fled ignominiously with the bear at its heels. 
In bis intense excitement Wincbell rushed 
after the desperate brute and tried to grab 
one of its hind legs. He did not succeed, 
luckily,or he might have been torn to pieces 
It was at just this moment that two of the 
quarrymen came puffing up with guns in 
their haud3. All three started on the trail 
but owing to the density of the brush and 
berry they were unable to penetrate their 
way. Ail three of the men say the hear was 
the largest ever seen in the Valley and intense 
regret is expressed over its escape. 
Wincbell wears plaster over his right hand 
knuckles and accepts the chaffing of his fel 
low workmen with apparent good humor. 
W ILD CATS IN SULLIVAN COUNTY. 
Fifteen dead wild oats were left at the 
Sullivan County Treasurer’s olfice in the 
month of December. The bounty on each 
was #1.50. 


HE B0AR1) OF HEALTH. 


N O Q U O R U M A T T H E C IT Y H A L L O N 


W E D N E S D A Y A F T E R N O O N - 


P. R idenour and Jo h n R. Stebbins M ake 
Several Forcible R em ark»—M erchants 
w ho Set th e Law at D efiance— 
V ital S tatistics R ecord. 


Here’s a state of things.—TAe Mikado. 
What busineso was transacted by this 
City’s Board of Health yesterday afternoon, 
at the City Hall, wiis done without a quorum, 
there being present only two members, John 
It. Stebbins and C. P. Ridenour. 
The semi-annual payroll for Vital Statistics 
as presented by the Secretary. It was 
signed by Messrs. Stebbins aud Ridenour. 
Mr. Stebbins said it was his intentiou to re­ 
sign as a member of the Board. 
Mr. Ridenour said that he did not wish to 
be understood as criticising the nction of the 
other members, but he was disgusted. Dur­ 
ing the past five or six years that lie had 
been a member, only onc-luilf or one-third of 
the members had been present at the meet 
inga,Mr, Stebbins spoke of the utter disregard 
of the law shown by certain merchants, who 
infringe on the rights of the people by ob­ 
structing the sidewalks with their wares. He 
asked: “ What kind of Government and olfi 
ccrs have we? They make one-half the peo­ 
ple obey the laws, and the oilier half dons 
they please.” 
The following record of Vital Statistics for 
the past year was read by the Secretary: 
To the Board of Health of the. City of Kingston: 
Pursuant to a resolution of your Honorable Body, 
1 herewith submit the following annual report, 
tabulated from the records of Vital Statistics for 
the year 1SS8. 
Pul ing the year there have been repot ted and re­ 
corded monthly, the following eertiticates: 
18 8. 


January......................... 
February...................... 
March 
............. 
April............................... 
May................................. 
Jane................................ 
July................................. 
August ......................... 
September.................... 
October.......................... 
November..................... 
December...................... 
Total........................ 
Compared with 1887, births increase 22, deaths in 
crease 25 and marriages decrease 2). 
Among the births reported were 7 pairs of twins, 
The mortuary records again show a remarkable 
and unusual longevitv, 02 persons having died dur 
ing the year who had passed the Psalmist’s altotcd 
age of three score and ten,’’ and 45 others having 
reached the ago of liO vears and upwards. Of the 
extremely aged one died at the age of 106, one at 9W 
and two at 91. 
The following table gives a general classification 
Between the ages of !K) and 105 the deaths were ■ 


The Casualty Record. 
A Mrs. Quinn, of Poughkeepsie, slipped 
and fell on a frosty board, on Tuesday morn­ 
ing. Bones in her wrist were broken. 
Two men employed on the new railroad 
bridge, crossing the Neversink River, near 
Cuddebackville, were severely injured by 
falling from the structure, one day recently. 


One of D em psey’s D iscoveries. 
This forenoon William Dempsey, of Ron­ 
dout, said be had made an important discov­ 
ery. When asked if he would divulge the 
secret, he said: “ For a long time past fann­ 
ers have come to my place for oyster shells, 
which they said they pounded fine and fed to 
chickens to make them lay. Since I lia^e 
been giving the shells I have discovered that 
eggs have become more plentiful in the mar­ 
ket, but a more ungrateful lot of farmers I 
have never seen. 
After giving them the 
shells to make their liens lay, they come to 
my place-and ask three cents apiece for the 
eggs.” 


S O M E P H A S E S O F T H E S E A M Y SID E . 
A C hurch at Hutlaon Kolibed — A T hief Sent 
to Prison H ere thin A fternoon. 
Last night Christ Church, Hudson, was 
entered by thieves and robbed of all its 
brasses, consisting of a solid cross weigliin 
30 pounds, two altar vases, and altar book 
rest.One Michael Landy, of Milton, was taken 
to the Albany Penitentiary by Deputy Sheriff 
Woolsey yesterday .on a two months’ commit 
ment, for having assaulted a night watchman 
by the name of Sleight. 
Owen McMahon, convicted of stcalin 
pair of rubber boots from Myers' shoe store 
on Union-avenue, Rondout, was sentenced 
by Recorder Hussey, this afternoon, to four 
months in the Albany Penitentiary. 


A 
C A R E F U L 
S U IC ID E ’S M E T H O D S . 
An E nglishm an AVIio Did N ot W ish to Spoil 
a Good Suit of Clothe». 
This forenoon the body of a man about 30 
yeais cld, was found in Astor’s Pond, near 
Rhinebeck. 
The Coroner was notified and it was discov 
ered that the man was an Englishman named 
William Haydock, who had kept a barber 
shop in Rhinebeck Village. 
It is believed that Haydock deliberately 
committed suicide. He moved into the ba 
ber sbop last May. Business was dull, and 
he did not pay his rent. The owner of the 
building had given Haydock to understand 
few days ago that if he did not settle for the 
rent on February 1 that he would be com 
pelled to move out. This worried llnydock 
aud the fact, as lie told a friend, that his 
“ girl had gone hack on him," made him 
melancholy. 
The last seen of him alive was lastr niglit 
He was noticed to euier his shop aud emerge 
therefrom a few minutes later wearing an old 
suit of clothes and a pair of rubber boots 
which he had exchanged for a new suit 
From this it seems that Haydocn had plan 
ned the manner of his death, but did not 
want to spoil a good suit of clothes. 


Journalistic. 
The apology of a daily newspaper printed 
in Kingston did not have a line this morning 
about the terrible disaster in Reading Pa., 
etc.. and vet it receives “ telegraph news ” — 
by West Shore Railroad freight trains, usual­ 
ly 40 hours old. 


tA Party at Jadee Lawton’s. 
The party which Judge William Lawton 
and wife gave at Fair View, last night, was 
largely attended, notwithstanding the in­ 
clemency of the weather. The guests had a 
merry time and were hospitably entertained. 


Skating Contest a t Am sterdam . 
A cable message from Amsterdam to The 
F reem a n, today stated: In the skating 
championship contest to day the two-mile race 
was won by Joseph F. Dftnaghue, of New­ 
burgh, New York, in 6 minutes 24 seconds. 
Von Pnnschiu, the Russian champion, cov­ 
ered the distance in' 6 minutes 31 seconds. 
The best record previously made for the 
same distance was 6 minutes 41 seconds. A 
thaw lias set in and the ice is rapidly melting. 


meet 


Married In Kondoat. 
Last evening a quiet wedding occurred in 
the Baptist Parsonage, “ On-the-IIUl,” Ron­ 
dout, the Rev. A K. Fuller officiating. 
The contracting parties were Milton Jay Bell 
and Ida B. Schultz, both of Rondout. 


Onlv 19 and Gone to the Doga. 
A lfl-ycar-old girl named Catharine 
O’Rourke, of Rondout, was sentenced by Re­ 
corder Hussey, this forenoon, to pay a fine of 
#25 or go to the Albany Penitentiary for 
three months. She had no money. The 
girl’» crime was disorderly conduct and in­ 
toxication. Las’, July she was arrested for 
being drunk and wa» fined. She is a hard 
case for a woman so young. 


, ..,P. 
c. 
. ...V. 


Injured by a Barn Falling. 
’JVhile a number of men were engaged in 
pulling down an old barn on the Delafleld 
form, near Stone Ridge, one day recently, 
several ot them were injured by the falling 
of the frame work. 


Konduut Canoe Club. 
The members of the Rondout Canoe Club 
will hold their anoual meeting in old club 
rooms. Freeman building, January 15 
Officers for the ensuing year will be elected. 


Almo»* Freo From lee. 
The Hudson River is nearly as free from 
ice for the greater part of its length as it is 
in July. 
^ 


Or Interes* to Firemen. 
The Chief Engineer of the Troy Fire De 
partment receives a salary of $1,500 per year. 


Qaoor Caytaiw In an Opera Hoase. 
A white weasel was killed in the cellar of 
the Hudson Opet a Hoaser yesterday* 


Prom ised for Friday: 
Fair and colder weather. 


Tbe Deadly Electric L lglit Wire». 
An electric light wire crossing a telephone 
wire on upper Maln-street, Ponghkeepsie, 
last night, gave a “ telephone girl” a severe 
shock and set the office woodwork on fire. 
It was uecessary to replace 125 wires before 
the upper Main-street circuit could be got in 
working condition again. 


Industrial Notes. 
The Valatie mill, destroyed by fire, last 
winter, will soop be rebuilt. 
A silk factory may be erected atNiverville, 
Columbia County, in the spring. 


Rondout’» Corner Loafer». 
• 
There are many loafers on the street cor­ 
ners in Rondout mese evenings. Aboqt the 
only harm they do is to get in the way of 
pedestrians. 


Hard Libes for Boys. 
The boys hardly know what plays to in­ 
dulge in at present, as there are no strictly 
winter sports. 


Tbe Scourge of Diphtheria, 
The Wbiteport public school has been 
closed on account of the prevalence of diph­ 
theria. 


W O R K O F F R IE N D L Y O R G A N IZ A T IO N S. 
Officer» E lected—M eeting to be H eld— 
Public Installatio n . 
Roudout’s Good Templars will 
regular session this evening. 
The officers of Ulster Lodge of Odd Fel 
lows, of Saugerties, will be installed this 
evening by D. D. G. M. Walter C. Dolsou 
of this City. 
The following have been elected officers 
of Ivanboe Lodge, No. 180, K. of P., 
Walkill: 
J. D. VanLeuven.................................... 
Joseph DeOroff...................................... 
J. H. Phinnee.. .................................... 
John K. DuBois ... 
................... 
Theodore Millspaugb............................................. M. 
Charles J. Longer...........................M. F. and K. of R. 
Thomas Martin.............................................................M. 
Ezra Murtz.......................................................................1. 
David McElhany...........................................................O. 
8. J. Dill...................................................................Rep 
G. Hulse, P. Marcmkowski...............................Trustees 
The officers of.Temple Chapter. R. A. M 
of Albany, were publicly installed on Tues 
day evening. Gartland’s orchestra was iu at 
tendance. The rooms were decorated, 
musical programme was rendered. 


Old D utch D oggerel. 
Marius Schoonmaker, iu his History of 
Kingston, says when the British came to 
Kingston during the Revolution “It is reason 
able to suppose tbe unarmed inhabitants,tvlio 
had not already fled from the village made 
what expedition they could to get out of 
hnrin’s way. * * * Whatever may have 
been their expedition, however, whether 
speedy or laggard, it gave rise to the follow­ 
ing Dutch doggerel: 
Loop, jongeus, loop, de Rooje 
Komme. Span de wagen 
Voor de paerde, en vy na 
Hurley toe. 
Thp translation is os follows : 
Run boy», run, tbe red coats ace ooining. Harnés» 
the horses before the wagon, and to Hurley ride, 


On Pag»» 1 and 3: 
Poge 1—Editorial note», telegraph and cable new» 
up to 5 o'clock this evening. 
Page 8— Hudson River and Inland news; a story 
told by a Kingston dentist; Ulster County Super­ 
visors' bills, etc. 


The “ Fall of the Moon.” 
Jhp “ fqll of the moon ” occurs on Janu­ 
ary 17. and many weather prophecies are be­ 
ing made on account thereof. 
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B U S IN E S S N O T IC E S . 
THE WEEKLY FREEMAN. 
All the local, telegraph aud general news 
of the past week can be found in the weekly 
issue of The F reem a n, published to-day. 


VALUABLE CORNER LOT. 
Corner North-Front and Fair-streets, will 
be sold at public auction to tbe highest bid­ 
der, Thuisday, January 17, at 10 a. m. Size 
of lot 22x83 feet. Salé on the ground. 
M rs. J ohn D. S l e ig h t. 


“Are You Wid Us?” 
m e y e r s 
STOCK TAKING 


8LAUGHTER. 
Prices at the Slaughter Sale, on Nortb- 
Front-street. Pius, une cent a paper; pearl 
dress buttons, n dozen, one cent; tea and cof­ 
fee pots, eight cents; spool cotton, two cents; 
men’s wool mils, five and 10 cents; thermom­ 
eters, 10 cents; carving kuife and fork, 25 
cents; and thousands of useful articles at 
half the usual rates. 


READ AND WAIT * 
If you value money you will wait until 
Wcdriesclaj’, January 10, commencing on thut 
date, sale to last 11 days only, one of the 
largest Clothing Manufacturers of Boston 
will slaughter, in the large store iu Music 
Hall building, over #25,000 worth of Gent’s 
and Boys’ fall and winter clothing. These 
goods must Ik* converted Into cash regardless 
of prices. This will be the greatest opportu­ 
nity ever known to buy clothing at less than 
the making cost. People from out of town 
can come and save their expenses twice over 
by attending the tremendous slaughter. Over 
1,000 Overcoats and Gent’s Odd Pants, 
line Beavers, Chinchillas, Kerseys, Meltons, 
Harris & Sawyer Cashmeres, elegant Im­ 
ported Corkscrews, Worsted, etc. Men’s 
heavy Melton Suits, #3.25, real cost to man­ 
ufacture, #8.87; Men’s tine Kersey Over­ 
coats, #2.75, worth #8.72; Boys’ fine Cassi- 
mere Suits, #2.70, worth $8.25; Men’s all 
wool Dress Suits #5.95, worth #12.35; Men’s 
elegaut Corkscrew Suits, $7 90, worth 
$15.95; Children’s Overcoats, #1.49 worth 
#4; Children’s all-wool Suits, #1.80, worth 
$4.25; and thousands of other grand bar­ 
gains one sees onlv once in a lifetime. It will 
pay you to come 30 miles. Remember tbe 
location, 30 John street. Music Hall, near 
Post-Ortlce. Kingston, N. Y. Commencing 
January 16. 


Under one year. 
Making a total of................................................... 
3S4 
And showing an annual death rato of 1H.19 per 
thousand. This percentage is has d on a population 
of 21,104. as showD by the census taken by the City 
in August, 1885, and will be found to ho below- the 
averatre of other cities in the Hudson Hiver Valley. 
I have also prepared the following table giving as 
near as may be, the principal causes of death, as 
reported by the physicians; 
From old age, paresis or senile decay..................... 31 
“ drowning and other accidents........................... ID 
“ consumption of the lungs................................... 3D 
“ pneumonia.......................i.........................................20 
*' phthisis and other lung diseases....................... 1J 
“ organic heart disease or heart failure 
85 
“ paralysis of heart or brain............................... 21 
“ cirrhosis and o’h« r liver complaints.............. 11 
“ infantile convulsions............................................ 17 
“ nervous diseases iu adults.................................. 4 
“ cholera iufautum and marasmus—children. 28 
“ diarrlioeal disease—adults.................................. 14 
“ membranous oroup.................................................ID 
“ bronchial and other throat diseases. ....... 17 
“ meningitis and other spinal diseases 
11 
“ premature birth and inanition....................... 11 
“ puerperal fever or diseases due to childbirth 5 
“ Bright's and other kidney diseases................. 7 
“ cancer................................................. 
7 
“ rheumatism and hip joint disease.................... 6 
“ divers other constitutional diseases............... 4 
From contagious, infectious or other zymotic 
diseases, usually ascribed to insanitary conditions 
the deaths reported as follows: 
From whooping cough................................................... 5 
“ scarlet fever............................. 
2 
“ diphtheria and diphtheretic croup,...................80 
'* typhoid Tever.......................................................... 7 
“ remittent and other malarial diseases 
14 
Total number of deaths from all causes 
381 
The large death rate amongst children appears to 
be due to diarroeul diseases in the summer months 
aud seems to call for greater precaution on the pnrt 
of parents in the use ol unripe fruits or other foods 
deleterious to the health of children. 
The thanlN of the Board of Health are due to the 
clergymen and physicians, wijh two or three excep­ 
tions, for the promptness and accuracy of their re­ 
ports. 
1 um convinced, after investigation, that the 
deathsjiave all been reported and nearly all the 
births. A few certificates of marriage have not 
been reported by the clergyman of one of our 
churches aud those that have be -n reported from 
said church do not contain sufficient Information to 
comply with ordinances of this Board or the regula­ 
tions of the State Board of Health. 
Respectfully submitted. 
A u g. S c h eh m o b s, 
Secretary Board of Heulth. 
Dated January 9, 1889, 


T H E R E C O R D O F C IT Y A M U S E M E N T S . 
A Hull -A ttractio n s in K ingston and H an­ 
do ut O pera Houses, Etc. 
The “ Hamlin W. O. Concert Company ” 
gave another artistic conoert anti’an amusing 
variety performance in Liscomb’s Opera 
House, Rondout. last night. The company 
can be seen and heard there the balauce of 
this week. ’ 
The members of the Hauck Gymnasium 
Club will give a masquerade ball at Wash­ 
ington Hall, Rondout, on January 28. Be­ 
fore dancing begins athletic young men »w ill 
give an exhibition of their prow ess in tumb­ 
ling, trapeze performance, etc. 
Leland F. Powers will give dramatic im­ 
personations in Dickens’ “ David Oopper- 
field " and General Lew Wallace’s “ Chariot 
l{uce,” ip “ Ben Hur,” in the Wurts-Streot 
Baptist Chapel, Rondout, on Friday evening, 
January 23, under the auspices of the Ron­ 
dout Young Men’s Christian Association. 
At Kingston Opera House,to morrow uiglit, 
“ The Cattle King,” by James H. Wallfek 
aud company,will lie presented. A press no­ 
tice from the P liiladelphia North-American 
reads; 
James H. Wallick presented his equine melo­ 
drama, "The Cattle King," at the National Theatre, 
last night, for the first time in this City, and was 
G 
reeted by one of the largest - if not the largest— 
otiscs of the season. The play jHissesses consider­ 
able merit. 
In speaking of Miss Hull, who will sing at 
the Rondout Masonic Concert, iu LiscotnL’s 
Opera House, on Tuesday evening. January 
15, the Brooklyn Times says: 
Miss Hall won the hearts of the large audience as­ 
sembled at once, and was applauded with such 
vigor that she was compelled to respond with an­ 
other solo, receiving most enthusiastic expressing 
of approval from those present. 
The Rev. J. H. Vincent, D. D., says Signor 
Vitale makes his instrument “ talk, sing, 
whistle and warble." 


Concerning Ttyq Clergyman, 
The condition of the Rev. J. Hannaburg, 
of Poughkeepsie, who fainted in his pulpit, 
on Sunday, is serious. Fever set in vester- 
day. 
The Rev. Herman J. Berkemeir, of Port 
Chester, was married to Miss Magdelene 
Luther, of Poughkeepsie, in rbe German 
Lutheran Church of thut City, yesterday. 
There was a large attendance. The officiat­ 
ing clergymen were tbe Rev. N. D, Kraem- 
ing, the Rev. G.- C. Berkemeier, brother of 
the groom, and the Rev. W. Berkemeier, the 
groom’s father. 


— * • 
Yhe M ortuary Record. 
The funeral of Jacob E. Smith of Co. K. 
184th Regiment, N. Y. 8. V., was held 
this afternoon, under charge of the Carroll 
Post of this place, The remains were buried 
in the soldiers’ plot in Laurel Grove, with all 
honors of a soldier.—Port Jercis Union, Jan­ 
uary 9. 


Gardiner. 
A- 8. Denton has purchased the old school 
liouse in the Schoonmaker district and re­ 
moved it to his premises. 


“ THIS IS THE BOOT FOR ME ! ” 
Don’t buy your rubber boots until 3-011 
have seen the “Colchester.” with sole leather 
heel. This is the best fitting and most dur­ 
able boot in the market. Made of the best 
pure gum stock. The sole leather lieel saves 
money to the wearer. Don’t buy your Arc­ 
tics until you have seen the Colchester Arc­ 
tic, with “outside counter.” Ahead of all 
others in style and durability. If you want 
the worth of your money try the Colchester, 
with “outside counter.” Kept here by- best 
stores. At w-holesale by L. E. Schoonmaker 
& Co., New-York. 


CLAIRVOYANT EXAMINATIONS FREE, 
by Dr. E. F. Butterfield. There is no sub­ 
ject that requires so much study and experi 
ence as the treatment and cure of chronic dis 
eases. The astonishing success and remark 
able cures performed by Dr. Butterfield are 
due to the gift of Clairvoyance, to the long 
study- of the constitution of man, and the cur­ 
ing of diseases from natural remedies. Let 
those given up by others call for examination. 
He cures the worst cases of Scrofula, Catarrh, 
Piles, Asthma. Female Weakness, Diseases 
of the Heart, Lungs and Kidneys. Guaran­ 
tees to cure every- case of Piles. At Eagle 
Hotel,Kingston, on Monday, January 14, 
1889. Leaving hotel at 4 v. m. At Madison 
House, Middletow n, Tuesday, January 15, 
1889. 


In order to stimulate trade during 
the usually dull mouth of January 
we shall make a special run on 
Parlor Furniture. < 


•SPECIAL NO. 1. 


A Mohair Plush Suite consisting 
of 6 pieces made of pure mohair 
plush, assorted colors, with Cherry 
Frames for $45.00. 


SPECIAL NO. 2, 


A good suite made in first-class 
style, 0 pieces, in marbleized silk 
plush with Cherry or Walnut 
Frames for $55.00. 


SPECIAL NO. 3. 


A silk plush or brocatelle suite 
best quality in Walnut, Oak or 
Cherry Spring Edge,usually sold for 
$100.00 our price $80.00. 


SPECIALNO. 4. 


Comes in a fear days and we believe in s 
general 
M A R K D O W N 


*o unload till we can and thus give 
New Fresh Goods 


Each season. The old i _ 
at rather than take a losa, i» a 1 
we never wish to read. Go to 
Meyer, The Shoe Dealer, 


The Spot Cash House, 


Where goods are marked in plain figures 


26 Union-Ave., Rondout; 


45 North Front-Street. Kingston. 
Liscoinb’s Opera House. 
ONE WEEK, COMMENCING 
Monday Evening, Jan. 7,- 
Hamlin’s W. 0. Concert 
-AN D - 


A Tuilcish lounge made up in 
French Crepe double back, with 
springs in back and head, $18.00 
Same in Cretonne....................$15 00 
“ 
“ Mohair Plush 
$24.00 
SPECIALNO. B. 


A solid black walnut couch made 
up iu tow and covered with Ramie 
Cloth for $4.50. 


Hudson River Fnraiture Compapy. 
B O O K S ! 


ART STUDY AT HOME. 
“ Notes on Decorative Art,” covering val­ 
uable information on Tapestry, Oil Lustra 
and Mineral Painting, free for four cents 
postage. Regular lessons by mail, aud 
studies, lmnd-painted, aud ehromos to rent. 
A r t A genc y, 27 W. 42d St., New-York. 
Correspondents will please mention this paper. 


STEAMER GLKNERIK 
Leaves Rondout for Glaseo and interme­ 
diate landings at 8 A. M., 11:30 A. M., 3:30 
p. m. Returning, leaves Glaseo 9:30 a. m., 
1 p . m ., 4:45 p. m , 


fo r sa le! fo r sa l e! 
The old established Boot. Shoe, Hat and 
Cap business of Wood Brothers’, corner Wall 
and John-streets, for sale. 
Organ for sale cheap to closeout the stock. 
W illia m W in t e r , Roudout. 


1.000 Volumes of the popular ALTA 
12mo. books received and sold at 
very low prices. These are suit­ 
able for the Sunday School Libra­ 
ry, Public Library, etc. 


100 Volumes of the CHANDOS 
CLA.SSICSERIES now on sale. 
Rare books at the prices oifered. 


1.000 Volumes of beautiful JUVEN­ 
ILE BOOKS from 15 to 50 cents 
each. Great Bargains. 


SPECIALTY COMPANY. 
—THE— 
“Acme” Quartette 
Equalled by Few, 
Unsurpassed by Any 
-AN D A - 
Strong Vaudeville Co. 
Change of Programme Nightly. 
OUE PRICES - - 10 and 15 Cts; 
The best 10 cent show in the world. Horse 
curs in waitiDg at clo^e. 
nowT sTthe time 


TO BUY YOUR 
Parlor Stoves. 


The Famous 
GrolcL C o in 


BASE BURNER 


Is still the leader. Also an elabo­ 
rate variety of 


A Printing Press with fine lot of type, 
Cheap. An Office Desk, cheap. Cement 
Company’s 8tore. 
Elegant Gift Books | PARLOR STOVES.. 
Standard Books in Sets. 
Rheumatism 


According to recent investigations is caused by ex­ 
cess of the lactic acid in the blood. This acid at­ 
tacks the fibrous tissues, particularly in the joints, 
and causes the local manifestations of the disease, 
pains and aches in the back and shoulders, and in 
the joints at the knees, ankles, hips and wrists. 
Thousands of people have found in Hood’s Bars a 
parilla a positive and permanent cure for rheuma­ 
tism. This medicine, by its purifying and vitalizing 
action, neutralizes the acidity of the blood and also 
builds up and strengthens the whole body. 
H o o d ’s S a rsa p a rilla 
“I was laid up for six months with rheumatism 
and used many kinds of medicines without good re­ 
sult tiU one of my neighbors told me to take Hood’s 
Sarsaparilla. When I had used half a bottle I felt 
better and after taking two bottles I think I was en­ 
tirely cured, as I have not had an attack of rheuma­ 
tism since.” E u g en e H. D ix o n , Rossville, Staten 
I land, N. Y. 
Cures R heum atism 
“1 had attacks of rheumatism which increased in 
severity. 1 took three bottles of Hood's Sarsaparilla 
and I am pleased to say the rheumatic pains ceased, 
my appetite and digestion bocame bitter and my 
genera] health greatly improved. I am firmly con­ 
vinced that Hood’s Sarsaparilla cured, me, as I have 
felt no recurrence of this blood disease.” Wm. 
S co on, Geneva, N. Y. 
N. B. If you make up your mind to try Hood’s 
Sarsaparilla, do not be induced to take any other. 


Christmas and New Year Cards. 
Fine China and Bric-a-Brac. 
FORSYTH & WILSON, 


Opposite the Court House, 
K I TST G S T O N, N. Y. 
Kingston Opera House. I Patent Steam 


Both Round and Square, from the 
cheapest to the most elegant in de­ 
sign, direct frota thé manufacturers:. 
It will pay you to call and exam, 
ine mv stock before purchasing; 


Agent for the 
DUNNING 
Beata Boilers 


ONE NIGHT ONLY. 
FRIDAY, JAN. 11,1889. 


Am erica’s Favorite 
James H. Wallick 


In the Sen8aItonal Meio Drama 
“The Cattle King.” 


H o o d ’s S a r s a p a r illa 


Supported by a powerful company. 
Beautiful Scenery! 
Magniflcient Costumes! ‘ 
Wonderful Horses! 
fi. B. M. & Co., Rondout. ITickets • ■ 25,35,50 and 75 Cts. 


8old by at! druggists. $1; six for $3. 
by C. I. HOOD & CO., Lowell, Mass. Prepared only 


lOO D oses O ne D ollar. 


cl^ te now 00 »le a* E. Winter’s. Horse can at 


We have placed on our oounter 
one lot of ladies’ doth Jaokets 
They are new style and excellent 
quality. We will sell them at the 
uniform price of $3.50 each. Come 
in and see them and find out how 
much less this is than 
price. 
Ladies’ Plush Wraps at great bar­ 
gains to tbe buyer. 
Ladies’ and Children’s Cloaks at 
reduced prices. 
What Holiday Goods we have 
left at a very low figure. 


Liscomb’s Opera House. 


the regular 


GEO B. MERRITT COMPANY, 


RONDOUT, N. V. 


ONE NIGHT ONLY. 
JANUARY 15, 1889. 
GRAND CONCERT 


-BY- 
Vitale Stephenson Combination 


-AND----- 
Miss HaU, of New-York City. 


Under the auspice» of • 
R ondout L odge,N o. 3 4 3 ,P .* A . m . 
TICKETS 80 CTS. 


open at 7:M o’clock. LO“*aww3ei‘ 
« q. clock. Doors 


Hon» Com in waiting at eVwe. 


.Over 5,000 in use. 


E C O N O M Y 


STEAM A1 WARS AIR FURNACES. 


Plumbing, 
Steam Heating 
and Gas Fitting. 
Stoves, Ranges 


and Furnaces 


Copper, Tin and 


Sheet Iron W ork. 


• 
- 


HENRY E. WIEBER, 


42 Union-Avenue* 


RONDOUT N. Y. 
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S E R I E S o f l 8 8 9 


W hat a small amount of money will do 
just now. 
W here to go and how to spend it 
advantageously. 
Bargains for the people. 
The holidays are over and gone and the 
season for reducing stock is upon us. 
Before m aking inventory w e offer our en­ 
tire stock of Ladies’ and Children’s Cloaks, 
Jackets and W raps at greatly reduced prices. 
We have an elegant assortment and are will­ 
ing to sacrifice In order to close out. 
A few holiday goods left which we will 
sell at one half their value. 
Great inducements offered to Ladies in 
search of Dress Goods and Trim m ings. 
The Sunshine Series of Books, 3 volumes, 
Sunshine for little children. The Easy Book. 
The ilom e Picture Book, com prising nbout 
(WO pages, magnificently illustrated, highly 
illuminated covers and crowded with charm ­ 
ing pictures and excellent stories for the 
little folks, worth 12.75. 
W e sell the set for 
*1.00. 
Also many other I took* and novelties 
very pleasing for the children. 
We invite an inspection of our goods before 
buying elsewhere. 
Until further notion our store will be 
closed every evening at 0 o’clock Saturday 
excepted. 


CROSBY & ENNIST, 


Nos. I & \ Cdi'od-Atc., Mont, N. lf. 


NOTO ON NEWS OF TH EPAY. 


T h e Voice now challenges Senator Quay 
Colonel Dudley and J. S. Clarkson to sue it 
for libel. 
It is willing that they put their 
claims for damages at #100,000. 
It has not 
damaged the three men three cents' worth 


A STORM'S GI!LAT HAVOC. 


T ite Governor is expected to sign the bill 
now before him. fixing the m eeting of the 
electoral college at Albany next Monday. 
A 
veto would not defeat Harrison and Morton, 
lienee Mr. Hill will not waste his statesman­ 
ship upon one. 


N O T I C E ! 


The greatest slaughter in Hooks 


ever known. 


.Many, 
beautiful 
Christmas 


presents.' 


Christmas and New Year Curtis 


in abundance. 
Choice Calendars, 


Diaries, Scrap Books, Photograph 


and Autograph Albums, never be­ 


fore as cheap and beautiful at 


S. L. D R A K E ’S, 


2 9 W a l l - S t r e e t 2 9 


H 
I 
N 
G 
S 
T 
O IST. 
NT. 
V . 
O. And O. T E A 


T h e C h oicest T ea E ver Offered. 
A B S O L U T E L Y P U R E . 
A MOST DELICIOUS BEVERAGE. 
TRY IT 
You will never use ary other. 
Quality 
never varies. 
It is the Hid a bot Gush* I,eat, plekwt from the 
twat ptantatiouH amt guaranteed absolutely pure 
and free frow alladulteration* or co'oring matter. 
The package* are hermetically aeried arid war­ 
ranted full weight. It la more economical in use 
than the lower (Trades. 
SUBTIL ft (MiBTAl TH CO.. LVL 
H ead Otltce, Sit Hurling Slip, New-York. 
For male by 
E. J*. Fantail. Bondon?, A. A & C. R. Htyi.b*. 
Kinston 
A. P. Van Era**, Rondout. 
P. K. Tit 
Bow, Klngau/n- 
S is , BiM & tan V im 


D ry G oods 


a n d Carpets. 


After January I, our store will be 
closed at 0 i*. m. 


Saturdays Excepted. 


168 Strand and 21 Ferry-St. 
George L. Wadi they er, 


UNDERTAKER 


-A N D - 


PltACTlCALEMBALMER 


178 Strand, 
31 Ferry-St, 


Residence IO Hone-Street, 


R O N D O U T , 
N. Y. 


Special and Personal Attention 


-GIVEN TO ALL— 


T he West Virginia Circuit Court has dis­ 
missed the bill of injunction and the writ of 
certiorari awarded by a lower court in favor 
of Judge Fleming, Democratic candidate for 
Governor, and Mr. Alderson, Democratic 
nominee for Congress in the third district 
This decision elects Guff to tho Governorship 
and McGinnis to Congress. 


F ive vessels have been given up by the 
New York Maritime Exchange us lost, as 
they hove not been heard from since the big 
gale of Novemlier 25th and 26th. 
Their 
names are Saman.u, Nile, L. I*. Armstrong, 
Elhi A. W arner, nnd E. M. Bacon. 
The 
Humana was a steamship; the others were 
brigs and schooners. 
Fifty-live lives are 
supposed to have been lost with them. 
The 
total value of the vessels was #750,000. 


W e learn from 
the St. Paul Pioneer- 
P in t that “ Postm asterGeneral Don M. Dick­ 
inson declares he is going to live in Michigan 
until that slate becomes Democratic.” 
Dick­ 
inson has caught the Democratic instinct ol 
bulldozing nnd intimidation. 
His threat to 
stay in M iehig^i is such u scare that we 
would not be surprised if the people of that 
state should rise up and vote the Democratic 
ticket unanimously just ouce, in order to 
notify him that he is not under obligations to 
live there any longer. 


CALLS NIGHT or DAY. 


Telephone call 5. 


T heiuc tyas another deadlock in the House 
yesterday, and the day was wasted. 
The 
friends of the Oklahoma uKd Pacific-Railroad 
funding bills, having liven defeated in their 
efforts to change the rule* for the prevention 
of tillibustering, turned the tables and filli- 
bustered all day for the fixing of a day for 
the consideration of the bills. 
Gen. Weaver, 
a Democrat, led the fight, breaking over 
the decision of the caucus. 
Should another 
caucus lie called to break the new deadlock, 
it is feared that W eaver will kick again, and 
that the entire session will lie wasted. 
The 
Republicans arc not unhappy, as the need of 
a special session of the fiftv-tirst Congress is 
increased by every day of delay. 


P o l i t i c s arc becoming Interesting in Dela 
ware. 
The Republican Legislature has as­ 
sembled. and the fight for the Senatorship 
has begun in earnest. 
Yesterday's work 
showed Treat to In* far in the lead of his 
competitors, Massey, Higgins and Smithers, 
bul without sufficient strength to insure elec­ 
tion. 
The “ dark horse” is a millionaire 
named Addicks.wbo is keeping Ids eyes open 
for developments. 
The two houses Iii joint 
session yesterday took measures for calling a 
constitutional convention, a measure to which 
the Democrats are opposed. 
The coming 
constitution will close out Delaware os u rot- 
t -a borough, aud cud the Bayard and Sauls- 
burjr regime. 
_________ 


Boasts of sum m er weather come from 
Connecticut. 
In Seymour a Hock of robins 
has liven sea'll ami a blue bird has liven sing 
in g fo ra week. 
An Ansonia a man has 
pulled the weeds from his straw lierry lieds 
und found several buds nearly ready to blot 
som. I ii Milford crocuses am! early lilies have 
blossomed, in Bethel a |icueli tree* is in full 
bloom, Iii Farm ington and Monroe the farm 
era have begun their spring plowing, in I tan 
Iiury pussy w illow buds are bursting, and in 
Htoniugton bouquets of violets aud dande­ 
lions .'"ive been gathered. 
But in Dakota 
yesterday the m ercury fell to 14’ below gi ro, 
anti a cold wave extend* down to I exits. 


S e n a t o r V est, who carried St. Louis lu r 
the Republicans by his loud mouthed procla­ 
mations of ete-ruHl wur against protection, 
moved in the Senate yesterday to put bitu­ 
minous coal on Ute free list. 
Senator Gor­ 
man otiposcd the motion in a ringing •|s-eeb, 
in which he declared that free trudc had dc 
fetted the Democratic party. 
He was fol­ 
lowed by Voorhees, who denounced Vest's 
proposition as monstrous, and said that even 
the Mills hill when the Democratic conven­ 
tion endorsed it coined a duty of 75 pent* a 
ton. 
Faulkner of W est Virginia also spoke 
in opposition to the nmeudiuent. 
The vote 
upon it was ll lo 31. 
From this it nppcor 
that some of the old free traders have learned 
to take their medicine straight. 


O n e H u n d r e d L iv e s L o s t a t R e a d 


in g , P e n n . 


T ub Franklin county almshouse contains a 
new inmate. 
His name is William Pierce, 
and he had been w holly forgotten by the peo- 
ple of the county until he was brought to 
the almshouse from Auburn prison. 
On the 
loth of January, 1K89, (Just 50 years ago to­ 
day), Pierce, then a boy of sixteen. killed 
bis father in the woods with an ax over a 
quarrel about a horse. 
The parricide was ar­ 
rested, convicted of m urder in June, and sen- 
enced to be hanged September 3d of the 
same year. 
On account of bis youth Gov. 
Seward commuted his sentence to imprison­ 
ment foe life. 
A few yeaia ago Fierce bo 
ceros hopelessly insane, and a second com 
matatioe turns him over for support to the 
county from wbLb b« came. 
He served in 
Auburn prison 49 year*, 4 months and 6 days. 
Every one of his relatives iu this eount/y has 
been dead many years. 


Mb. V an Corr has introduced an amend 
m eat to the ejection law in the State Senate 
which requires tbs TOier lo write his name in 
a book kept for Hie purpose H'faoD be comes 
to the polls to vote. 
The real object of 
is to prevent the voting of repeaters on Act!, 
tious names, but the Democrats insist that it 
would prevent men in their party from vot­ 
ing at ail,since they can neither write their own 
or any other namo, 
The Democratic party 
is a good deal more anxious U) protect igno­ 
rant than intelligent men iu the right to gats 
But there is real ballot reform in Mr. Van- 
CAtt’* measure, aud those who read Gov. 
Hill's pl** for the purification of elections in 
bis message have strong reasons to belike 
that he will approve it. 
It would require 
about five “ campaigns of intellect” like the 
one recently conducted by Calvin Brice to fit 
(bp Democratic part/ to the reform. 


SOM E TE ll RI II LE SCENES 


O f S u f f e r i n g , D e s o l a t i o n ,R u i n a n d 


• 
D e a th D e p ic te d . 


BUI L DI NGS DEMOLISHED. 


W a l l s C o lla p s e d o s T h o u g h T h e y 


W e r e E g g S h e lls 


A BRIDGE CARRIED AWAY, 


A m t II<-|>o.it<«I in N ia g a r a R iv e r l>y t h e T e r ­ 


ri Ole (Jut* o f till* M o r n in g ; Lim* o f Life, Kit-. 


Tho storm of last night and this morning 
In the vicinity of Kingston City was a mere 


bagatelle compared to the fury of the elements 


at points west and north. 
The loss of life 


lins liven appalling, nnd the destruction of 


property large. 
Scenes in Beading, Pa., to 


day. an account of a kuspension bridge at 


Niagara Falls being carried away, this m orn­ 


ing, and other phases of the cyclone arc told 


in the following dispatches to T he F reem an. 


T U E M O U M A r HEADING, I’A. 
By Telegraph to The F reem an . 


B e a d i n g , Pa., Jan. IO.—This City was 
struck by u whirlwind, last evening, which 
did much damage to property aud hurried 
many people into eternity. 
The five-story 
building of Grinislmw’s silk mill, built of 
iron, glass and brick, collapsed, and was 
crum bled into ruins. In the large structure ut 
tho time were 900 operatives,mostly girls, who 
were hurled iii the iltbri*. 
The w alls of the 
large paint shops pf the Philadelphia Bail- 
road Company were also laid low, burying a 
num ber of workmen. 
Nine dwellings were 
unroofed. 
At 12 o’clock, lust uight, 25 dead 
bodies bad turn recovered. 
Before the crash 
of the w hirlw ind came there was n noise as of 
thunder, und persons saw a funnel shaped 
maelstrom approaching, which appeared to 
gather up everything w ithin its reach. Iii the 
country near tins City houses and barns were 
unroofed. 
The wind came from the west. 
IOO LIVES LOST. 
Over IOO persons lost H air lives bv tbc 
storm. 
The cyclone left the entire City in 
darkness which was only relieved by the 
electric lights und huge bonfires w hich shed 
their lurid glare on the scene of death. 
All 
last night brave and willing hands assisted iii 
the work of the rescue of the dead. 
The 
hospitals and undertakers’ establishments are 
filled with the victims. 
The physicians are 
all busy, aud many private bouses have been 
ois-tied for the accommodation of the in jured. 
The work of rescue was greatly retarded 
from the singular manner in which the silk 
milt collapsed. 
It did not blow over, as 
might have been expected from the terrible 
force of the wind, but was badly crushed 
down, falling in u|>oti itself iii one mass, not 
a vestige of the Walls remaining standing 
above the st one Guinda'ion. 
The rafters and 
timbers of tin- flooring projected in all direc­ 
tions. 
As the building was steam -heated the 
ruins did not take fire, otherwise not one of 
lite iiiifortuhates could have escaped death in 
its most appalling form. 


SENDING HELF. 
Teams of every description, omnibuses, 
funeral coaches, fire-wagons, hospital vans 
and private vehicles were pressed into ser­ 
vice tutti were running rapidly to aud from 
the scene of the disaster all night long, bear 
ing the lindies of the wounded, dying and 
lead to their homes or to the different hospi­ 
tal*. 
From the statement of some of those 
who t-scu|Msl from the building it apfiear* to 
have gone down in un instant. 
There w as a 
loud crash of breaking timber, and the per 
sons in the mill all rushed toward the rn tin 
doors. 
Many 
of them succeeded in get 
ting oui, while four girls saved themselves 
by jum ping from the second story windows. 


TUE KI UST RUM BLING NOISE. 
The first rum bling noise was followed in 
stantly by the falling of the building, the 
upper spiry going first with its hum an load. 
Had it not been for the fact that but few of 
he hands were on the tlfinj and fourth 
flours at the time, scarcely a life would 
have 
been 
snvcd. 
George 
Grim 
shaw, 
one 
of 
the 
proprietors, 
of the m ill, who was in the office at the time 
and barely escaped w itll his life, having re­ 
ceived several severe wound* oil the head, 
stated that there were to the Ik-4 of his 
knowledge aliout 375 persons, principally 
girls and boys, in the establishment ut the 
jjpie of occurrence. 
STILL in t h e ruin*. 
Up toff o'clock lids morning the large ma­ 
jority of the victim* were *ittl in the- ruins. 
Mr. Griuishuw has given out the following 
list of killed, injured and missing reported to 
bim : 
SOME OF THE KILLED AND INJURED. 
Tho list accounts for nearly 200 of the em­ 
ployes: 
K il le d —E va Leeds, Hurry Krockei, W il­ 
liam Snyder, Sophia W inkelman, Caroline 
Kersbner, 
I n j u r e d —Anna Leads, Anna Fry, A ugus­ 
tus 
Bosclip, 
Johu 
Beetler, 
Anna 
Loveland, 
Sarah 
Shade, 
Florence 
Bhoades, Elizabeth Haws, Berkley Boyer, 
Henry 
Bricker. 
Osman 
Staab, 
Bebeeru 
l’ouuds. Mary Evans, Surah Savage, Sarah 
Evans. Ella Kress, Ella Pflum, Agues Sav­ 
age, Nora Taylor. Anna Bricker, Kila Beit- 
tionr, Mary 
Fitxp.itrick, 
Letitia 
Taylor, 
Catherine Fitzpatrick, Catherine Bowman, 
Sarah E. Bright, Laura W right. Ida Scbaef 
for, AIuanda Schaeffer. Elhi K lick, 
Ella 
Carl, Berth# Taylor, Clara Noll, Catherine 
Hartman. 
Missing; 
Catherine 
Alspacb, 
Cella 
Bitncr, 
( l ir a 
Atoparh, 
Mildred 
L inger, Lizzie Bowl md, Catherine Yaeirer, 
Elizabeth Owen, Sarah Baum, Sarah O’Neil, 
Ella Bucher, Laura Gehrit, Caroline Hart 
tqau, Barbara Beilbeimer, Emma D eeper, 
Sarah fickle. Elizabeth Martin. Mary W ool­ 
len, Irene Dickinaoo, 
Emma Presser, I>. 
Haines, Laura Hoffman, Mary H artm an, Sa­ 
rah Hasson. Amelia Christman, Ilia Miller, 
Annie Taylor, Henry Hoffmaster, Charles 
Hoyer, Heister Snyder, W ellington 
Len- 
gj« 
Jam es 
Sammon, 
Jam es 
Finn, 
Charles 
Dopier, 
Frederick 
Reif, 
E d­ 
ward 
Brock » ay , 
Jam es 
Ncvin, 
Cherie* F in n ,Harry Fisher,Howard Shrader, 
IL Toraplln, A. Bossier, Lena Sender, Mar­ 
garet Bowe, Gertrude Sblck, E. Pflum, So­ 
phia Freese, John Nevin, Philip Sided. Clay­ 
ton Ludwig, Frauk Mohn, George Herman, 
W illiam Grow, H. Fiddler, Jacob Seidel, 
Benton Fiddler, Caroline Moytr, Anna Bowe, 
Mary P ay;'C herie* Heider, Howard Lee, 
Samuel Fink, B 
E tc h e r; Catherine 0qx*u, 
Anna Shade, Gertruda BickcJ. Mary A lt 
Alice Long.Claranoe Fox, Catherine U nit. L. 
Kercher, 
Mary 
Scheifle, Mary 
Hedley, 
Catharine Guinther, Cella Hecker, Anna 
Dreibelbis*. Mary Beiser, Daisy 
Hecker, 
Sarah Young, Pauline Alt, Ida Rollman, 
Ella Lautb, M Markle. Anna KHne, Clara 
Stoudt, Margaret Mangle, Lydia Preaeer M. 
D eturk. Emma Coxen, A \)W ’TMwunilJer, 
Harry Leaper, Minerva GIB, J, Hartman, N. 
Sammon, Matilda Grow, Mary Melon. M. 
Schaeffer. Bertha Haramon, Catharine 8u<n 
der Delia Erlacher, Elizabeth Barrett, Alice 
Eisenhower, 0. F jrtijH o, Dora Detcb. Sarah 
Faust Catharine Hipler. A. Hoverter. Anna 
Erne*, Mary Beetler, Bertha Kuser, Hannah 


Cleaver, Sarah Beretler, Emma Nesion, Mary 
Kinsey, Catharine Lebo, Eliza L ilt biont, 
M Hays, F. Urn bell I mw cr, M Vogel. 
K ILLED AND IN JU R ED IN A PA IN T SHOP. 
The following is a list of the killed nnd in­ 
jured at the Philadelphia A Beading Paint 
Shop, which was struck by the cyclone, and 
the men enveloped in flame* by the explosion 
of the gas chambers iii nine passenger car*: 
K il le d —Allen Landctibeiger. head, legs 
and arm s missing; John Foreman, crushed 
to death; John M. Ka Iller, carpenter, head 
crushed; Sheridan Jones, burind to death; 
George A Schaeffer, legs burned off. 
I n ju r ed—George Kuabh, seriously. Aaron 
Dewuld, arm broken. 


TH E LOSS #175,000 
The loss to the Philadelphia & Beading 
Bai I read Company is prob.diiy #65,000, and 
to the rilk mill and its machinery #110,000 
TIIE CONFUSION IS GREAT. 
This m orning eight more bollies were taken 
from the ruins. 
The confusion is great, and 
the City is filled with thousands of people from 
the 
surrounding 
country. 
Considerable 
money has been contributed for the relief of 
the sufferers. 


T i l K D ISA ST E R A T I’lT T S IIl KG. 
by T e leg ra p h to The Free in urn 
P i t t s iiUKG, Pa., Jun. IO.—The storm of 
wind find hail that visited this City yesterday 
was the worst known here In years. The new 
building of C. L. W illey, which was in 
course of erection, was burh d lo the earth 
aud against Wcldin A Com pany’s Imokstore, 
o.i Wood street, a .d the burlier shop of F 
Sclit maker, on Diamond street. 
The leather 
store ol W. II. Thoma was wrecked mid the 
rear end of the lf. W alter Company liook- 
storo. 
Borne of the falling rf th tin struck 
Joseph 
Bichhaum s 
building, 
breaking 
the 
windows 
and 
injuring 
em 
ploycs. 
A 
portion 
of 
the 
wall 
of 
a 
millinery 
store 
and 
the 
building of Bea Bros. A Co., stock brokers, 
was partly wrecked. 
Up to IO o’clock last 
night 40 mangled and bruised bodies bad Ik'cii 
taken from the ruins 
Some were dead, 
others were dying, and many were fatally in­ 
jured. 
One or two died w hile being con­ 
veyed 
to 
hospital*. 
Eight persons were 
killed 
outright, 
and 
35 
were 
in­ 
jured, some of whom have since d ie d . 
The following dead people have been ident­ 
ified : 
Samuel Stringer, aged 16 years, printer; 
Thomas Jones, bricklayer; Charles Fritch, 
aged IO; George Mason, carpenter; Fergie. a 
colored Ix»y; George Kirsch, Intl lier, aged IM. 
The storm wrought havoc in other portions 
of the City and aloug the railroads centering 
here. 


A CYCLONE IN BR O O K LYN . 
by T e leg rap h to T he F reem an . 
B ro o k ly n , Jan. IO.—A Western tornado, 
although not on a gigantic scale, visited this 
City last night. 
Itjtirsf appeared near the 
head of Gowanua Creek iii South Brooklyn, 
where, iu some unknown way, it doubtless 
caused an explosion of the Citizens’ Gas 
Works, and then whirled its way pretty near 
Iv in a straight line northeast, unroofing 
houses in its path and doing its last very dam ­ 
aging piece of work iii the Navy Yard, where 
it un roof ta I a part of the marine barracks 
It was accompanied with the noise and all 
the terrifying effect* of a wild Western tor­ 
nado and a rumbling sound which was Iii ani 
ut the explosion of the first of the tanks of 
the Gas W orks, hut not at that of the second, 
wa* undoubtedly the sound of the tornado, 
and not of the gas explosion. 
The sound of 
the wind urn! lilt) deluge of water were heard 
and experienced by all in (lie tornado'* track. 
Other paris of the City felt the draught of 
wind and dashes of rain. but w ith less force 
and volume. 
The storm tunic up the const 
from tile South, milt met lure a cold aud 
strong wind from the lake region. 'Hie wind 
blew harder here than ut any station heard 
from at a late hour last night. The barometer 
here was exceedingly low. 
Many person* 
were sliglily hurt. 
Houses for blocks uround 
were badly shattered. 


D A M A G E AT NAVY Y A R D . 
By T eleg rap h to TD.; F reem an . 
N ew -Yokk, Jan. IO.— During Hie storm, 
last night. Die root of the Marine Barracks at 
the Navy Yaid was blown off. badly wreck 
lug (lie budding and injuring four men. 


T U E DA MAGE AT R U FFA LO . 
By T eleg rap h to The F reem an . 
Bi FKAi.o, N. Y „ Jan. IO.—Buffalo was 
visited by a terrific wind storm, last night 
and (Ids morning, the wind reaching a m axi­ 
mum velocity of 74 miles an hour. 
A great 
deal of damage was done about the City of 
a minor character. 
No lives were lost. 
Sev­ 
eral buildings were unroofed, large shade 
I recs torn up by the roots, and telegraph and 
telephone w ires prostrated. 
All the railroads 
re|M>rl serious delays in traffic. 
The propell­ 
ers Jew ett and Nebraska were sunk in the 
Union 
Dry Dock. 
On 
the 
lunch 
u 
number of poor families were obliged to 
horridly leave their homes which were de­ 
stroyed by the wind, or flooded by the high 
water. 
They are mostly shanties, or small 
frame houses. 
Among the families throw n 
out ou (be afreets are those of Gallant Wit 
limn Cavanaugh, the hero und leader of 
many a wrecking party. 
His liont bouse 
was blown from its foundation,and the water 
and 
sand 
stands 
two 
feet deep 
in 
Iii* 
dwelling. 
Those 
whose 
houses 
were totally wrecked are Charles Kruse, 
Thomas Newman, Miss Driscoll, John Mill 
leu, Kichurd Brennan, Patrick Morris, John 
Woods, Jacob Myers mid Mortimer O'Brien. 
Some of these houses are leveled with the 
ground while others are lying ujhiu their 
sides or warped so that they will he utterly 
useless. 
Nobody was hurt as the people 
looked for just what happened 
About 60 or 
TO people are homeless along the Iieach as a 
result of tim terrific blow. 


B lW K N lio N BRIDGE CARRIED KW AK, 
By Telegraph to The Freeautn. 
Lockport, N. Y., Jan. IO —The suspen­ 
sion bridge, situated nearest Niagara hall* 
was carried away by the gale about M o'clock 
tills morning and deposited in the Wiver. 
Towers nnd cables remain intact. The bridge 
was completely rebuilt last season aud en 
larged for the double tracks. 
The material 
was entirely of iron and steel. 
It was owned 
by the Suspension Bridge Company. 
The 
stock is owned in Oswego aud Canada aud 
always paid large dividends. 
The loss is 
about #75,000. 
It will probably be rebuilt 
as soon as possible. 
AII |>oiiits of interest 
along che River’* edge suffered more or less. 
Tho water wa* lever know n to lie sa high. 
The International Hotel was unroofed and 
several buildings were blown down in the 
vicinity. 
The gale was the severest ever 
known here and lasted from 4 r. H-, yester­ 
day, until daylight Ibis morning, 


ae .m il e s an iio u IT a t r o c h e s t e r . 
By Telegraph to The Freeman. 
Bot'H ester, Jan. 
IO.—The damage by 
storm here consists of broken trees nnd dam ­ 
aged chimney*. 
At 8 o’clock this morning 
jt wa* blowing jO miles HU hour Some daw* 
age was done on the Lake Shore at Char- 
lotte. 
__________________ 


He h o o t C om m ission ers In S aiaion. 
By Telegraph to The Freeman 
N ew -Y ork, Jun IO.—The annual meet 
ing of Hie New-York State Association of 
School CJommisstwuers tsji* own tinned |n thy 
American Museum of N atural Uiaiory, UL 
day. 


T rea tm en t o f an Irish P a trio t. 
By Cable to The Freeman. 
D ublin, Jan. IO —The prison authorities 
have cut off Edw ard Harrington’s mus­ 
tache and subjected him to other indigni- 
tfetf 
’ 
• 


Great F ire In P aris. 


By Gable to The Freeman. 
PARIX, Jan. IO.—A great fire has occurred 
in the Eleventh Arrondissement of this City, 
'fixe S cholastic buildings were destroyed. 


TUR STATH LH GI SLAT! 


B u s i n e s s T r a n s a c t e d T o D a y —T h e 


C o m m i t t e e s A n n o u n c e d . 


ON BOARD TRH GALENA 


Y e l l o w 
F e v e r 
A p p e a l's — S a ile d 


F r o m P o r t A u P r in c e . 


IIH MORI 
NCI DENT. 


T h e G o o d F a i t h o f t h e B r i t i s h D ip 


l o m a t i s t I m p u n g e d . 


A NEW I TALI AN LOAN. 


About 000,000,000 I,Ir«» Borrowed ut 5 Per 
CVnt In Hr ti un** I.4 ll#*et Sugiir Industry. 


New-York City, 
was practically 
tense 
of 
the 


By Telegraph to Tile Freem an. 


A lbany, Jan. IO.—In the Senate, to-d y, 
Thomas F. Grady was sworn in as Senator 
from the sixth district. 
Mr Pierce sin lid that Ute Fussed Aqueduct 
Investigation 
Committee 
had 
already 
taken 
a 
vast 
amount 
of evidence in 
and 
that the 
testimony 
complete. 
It 
was 
the 
Committee, 
however, 
that more lime was needed iii which to ‘con­ 
sider die testimony already taken to make a 
full report and to recommend such legislation 
as might seem desirable. 
Ile nu mr* I Feline 
aly IM as the date when the report could be 
made and the time was extended without op­ 
position. 
HILLS INTRODUCED, 
Laughlin, providing that no Justice of the 
Peace iii Erie Countv sh.til have jurisdiction 
in any civil action w herein all parties thereto 
are residents of the City of Buffalo. 
Van 
Cod. providing that any one o|>ening or 
maintaining a place where opium or any of 
ils preparations is smoked or given away and 
that 
any 
one 
visiting 
such 
resort 
is 
guilty of a misdemeanor. 
Bolsrt-on. 
raising the aire of legal consent for females to 
15 years. 
Erwin, amending the act lo pro 
lect creditors by allowing creditors with a 
claim 
for 
more 
than 
#25 against 
the 
estate 
of 
a 
deceased 
person 
lo 
resist all transfers. 
VaeCott, providing a 
minimum punishment of five veals and a 
maximum of 15 years for rape. 
Vcdder, 
fixing the salaries of Supreme Court Ju stin s 
at #M,000 |KT annulli. 
Ives, to prevent 
the use of false labels; also to punish in 
Dragomen!* on trademark*. 
Vedder.the hill 
of last year providing for the taxation of al­ 
coholic 
I leverages 
and grading of sa­ 
loons. 
Itoliertson, lidding skating links and 
pium joints, place* wherein to sell liquor lo 
a chilli under 16 yen is of age, is a misde­ 
meanor. 
Bussell, extending for two years 
the tim" in which railroads outside of New- 
York City may lie constructed. 


ADJOURNED UNTIL MONDAY. 
Ydjoorued until 8:15 I*, m., Monday. 


IN T H E AM SKM HLY. 
by Telegraph lo The Freeman. 
Albany, Jan. IO—Iii the Assembly, the 
S|H:iker presented the report of the S|x*cial 
Excise Coni mission, (lie annual rv|»orts of the 
Superintendent of State Prison*, Superintend­ 
ent of Public Inst met ion, the Commission­ 
ers 
of 
Fisheries 
and 
the 
N< w 
York 
Institution 
for 
the 
Blind, 
the 
second 
report 
of 
the 
Board 
or electrical control, the annual report of the 
Man-igtf< of the Society for the deform ation 
of Juvenile Delinquents, the report of the 
Tenement House Commission and the report 
of the Trusters of the Willard Asylum for 
the Insane, at Ovid. 


MANY lit LLS READY. 
When the Speaker announced the order of 
inlrotjurtion of tails nearly every member 
hail one or more to hand in and for an hour 
the bills came pouring iii as fast as the Clerk 
could 
read 
them, 
and 
the 
supply 
of | h o*| lect ive legislation did not show any 
signs of exhaustion until U 2 bills lait been 
introduced. 


ADJOURNED. 
The House adjourned until Monday even­ 
ing. 


T H E COM M IT T E R * 
W ays and Means—Messrs. lf listed, W est­ 
chester} Batchcller, Saratoga; Elm, Totnp 
kins; Cheney, Onondaga; McKenzie, Genesee; 
Linier, Monroe; Mesick, Herkim er; Mullin, 
Clinton; Sheehan, Erie; Bush, d ie m ling; 
Dinkelspiel. New-York. 
AI'l'iioi'iiiATioNS — Messrs. Ainsworth, Os 
wcgo; Cottrell, Allegany ; Hughes, D 'w is; 
Brown, Otsego; Clark, IA vlngston ; Carson, 
Yates; Stevens, Franklin; Lannon, Wash 
iiigtou; Greene, Orange; Martin. New York: 
O’Neil, Rensselaer. 
J udiciary—Messrs. Saxton, W ayne; Ains 
worth, Oswego; Coon, Oswego; W hipple, 
Cattaraugus; Acker, HteuUn; Van Golder, 
Wyoming; Towne, Chautauqua; 
Greene, 
Orange; Bbechan. Erie; Boest.li, New York; 
Demarest, Bor-kin od. 
G eneral Laws—Messrs. Hamilton, New- 
York: Gallup, Onondaga; Aspinwall, Kings; 
Nixon, Chautauqua; Gibbs, New York; Me 
Muster. Steuben ; 
Dunlap. 
Montgomery ; 
Mead, Delaware; McCann. Kings; Guenther, 
Erie; Ncwscliafi-r, New-York. 
C a n a l * — Messrs 
gallup, Onondaga; An­ 
drus, Erie; Coon, Oswego; Ttfft, Wu-hing 
ton; Ta.' Boy, Albany; Groat, W ayne; Little, 
Niagara; Baker, Oneida; 
Creamer, 
New 
Yolk; Emin's, Erie; Blaucllflehl, Kings. 


A f f a i r s o f Cl r t ts —Messrs, Crosby, Ham ­ 
ilton. New York; Fish, Putnam : Amini*, 
Erie; hjierry, King*: Bauer, Monroe; Saun­ 
ders, Rensselaer; Blum eiithal.Hagan, 
New- 
York; llitt, Albany; Cronin, Queens. 


C o m m e r c e 
a n d 
N a v i g a t i o n — Messrs. 
Hunting, Suffolk; Youngmnn. Albany; Ad 
urns. Orange; I)iuchart, Columbia; Lane, 
Jefferson; Flaherty, St. Lawrence; Upton, 
Onondaga; Treadw ay, Essex; McLaughlin, 
Kelly, Kiugs; Kerrigan, New York. 
B a i l r o a d *—Messrs 
Kimball, St. 
la w ­ 
rence; Adams, Orange; Comstock, Jefferson; 
Muse, Dutchess; Yates, Schenectady; Mc- 
Adam, Ontida; linker, Erie; Baker, Oneida; 
Lougley, Kings; Creamer, New York; T ow n­ 
send, Queens. 
I n s u r a n c e - Messes. 
Wlitpple, C attarau­ 
gus; Dusted, Westchester; Curtis, St. Law­ 
rence; timitb, Sullivan; Maynard. Madison; 
Walters, Greene; Decker,Tioga; King, New- 
York; Haggerty, Kings; Demarest, Buck­ 
land; Clarke, New York. 
Bank* — Messrs. 
Rhodes, 
We*(cby«tc,r; 
Mead, Delaware, Moody, Ontario; Lewis, 
Broome| Reek, Cortland; 
Fills, 
Cayuga; 
Pearsall, Chenango; West, Cattaraugus; Mc­ 
Cann. Kings; Townsend, Queens; Dunham, 
Seneca. 
I n t e r n a l A ffa ir* —Messrs. N ixon,Chau­ 
tauqua; Huntting, Suffolk; Upson, O non­ 
daga; Dante, Otsego; Fitts, Cayuga; LoJcr, 
Monroe; MeticK, Herkim er, Pearsall, Che­ 
nango; Graham, Kings; Townsend, Queens; 
Bush, Ulster. 
E xcise—Messrs. 
Curtis. 
Kimball, 
St. 
Lawrence; Slavery, Cayuga; Carson, 
Yates) 
Mesick, Herkimer; Bush, Chemung; Young, 
Schoharie; Mullaney, titrassburg. New-York; 
Whipple, Calaraugus; Lewis, Broome. 
A f fa ir s o f V illa g e s —Messrs. C h ew , 
Bar* toga;’ Comstock, 
Dloehart, Colum- 
u.», 
.uwu, 
-...gton; Barton, Warren; 
Tem, Washington; Miller, Albany; Har­ 
wood, Niagara; Rice, Ulster. 
R oads an d Btu do eh -Messrs. Moody, Clo 
tario; Ainsworth, Oswego; Clark, Li Vi tig­ 
lon; Sheldon, Monroe; Davidson, Ulster; 


Yoflitt, Clinton; De Peyster, Dutchess; Me 
Master, Steuben; Harwood, Niagara; Bush, 
Ulster; Cronin, Queens. 
P ublic P rin ting—.Messrs 
Enz, Tom p­ 
kins; Ainsworth, Oswego; Gallup. Onomb'? 
ga; Fish, Putnam ; Walters, Greene; Ti ff J 
Washington; Ix*Bov, Albany; Barton, Wai 
ren; Boeseli, New York; Young. Soholiarii 
Yetinan. Richmond. 
P ublic H ea lth—Messrs. 
Baker, Erie 
Youuguian, Albany ; Rhodes, Westchester 
Charles Smith. New Yolk; MeAdain. Oneida 
lame, Jefferson; C arm i, Yates; Hinchurt 
Columbia; Bush, Chemung; Sullivan, Had' 
tier, New York. 
Charitable and R eligious So cieties— 
Missis, Decker, Tioga; Clark, Livingston 
Gibbs, 
New-York; 
West, 
Cattaraugus 
Brownell, 
Fulton and 
Hamilton; 
A ckir 
Steul>ei), 8|>erry, King*; Moody, Ontario 
Greene, Orange; Kent, Oneida; Graham, 
Kings. 
P ublic E ducation 
M e ^ r Coon. o-w e 
go; Saxton. War ne; Carson. Yates; Peek, 
Cortland; Docker. Tioga; Le Roy. Albany; 
Lane, Jefferson; 
Dante. Otsego; Thotua 
Smith. Jr., New York; Young 
Seliohaiie 
Murray, Westchester. 
Military Affa irs 
Mi ssis Yates, Si Ii.u 
octady; Curtis, St. 
Lawrence; Batell, lier 
Saratoga; Brown, Otsego; Savory. Cayuga; 
Hughes, 
Lewis; Birler. 
Monroe; Lannon. 
Washington; Kent, Oneida; Sullivan, t 'Luke. 
New York. 
Cla im s— Me-srs. 
Towne. 
Chautauqua 
Youngmnn, Albany; Lewis, Broome; Com 
stuck, Jefferson; Donaldson, Saratoga; C ut­ 
tle!!, Allegany; 
Baker, Oneida; 
Dunlap, 
Montgomery; McLaughlin, 
Kings; 
Blake, 
New York; Blum iilield. K ings 
F ederal 
R elation* 
Messrs. 
Groat, 
Wayne; Cliency. Onondaga; Hunttirtg. Suf­ 
folk; Crosby. Nets York: Edwards. Orleans; 
King. New York; Enz, Tompkins; Le Boy, 
Albany; 
Lorigl.y, 
Kings; 
Roesch, New 
York; Ryan, Rensselaer. 
Game Laws— M e ssrs. 
S te v e n s , Franklin; 
Donaldson, Saratoga; McKenzie. Genesee; 
Loller, Monroe; Little, Niagara; Mollit.Clin 
ton; Haggerty, Kings; Hayes, New York; 
Miller, Albany. 
State PitboNs -M essrs. Saverv. Cayuga; 
Sheldon, Monroe; May mini, Madison; Mas'-, 
Dutchess; Brow n. < its. g.q'CM ad. Delaware; 
llornidge, 
New York; 
Dunham, Seneca; 
Hilt, Albany, 
State C haritable I nstitutions Messrs 
Batchcller, 
Saratoga; Crosby. 
New-York; 
M cAdoo. Oneida; MeMaster, Steuben; D 
Peyster, Dutchess; Groat, W ayne; Binmen 
■ al, New York; Dunham, Seneca; Miley, 
Kings. 
P rivileges and E lections—Messrs. A n­ 
im*, Erie; Savory, Cayuga; Flaherty, St. 
Lawrence; Smith, Sullivan; lluiitting, Silt 
folk; Diuehart, Columbia; 
Thomas Smith, 
Jr., New-York: Dink. Spiel, Clarke, New 
York. 
C ivil Divisions—Messrs. 
Upson. Orion 
lag:.; Brown. Otsego; Acker, Stculien; Ed 
wards, I irk ana; Brow nell, Fulton and ll imi! 
too; Saunders. Rensselaer; Sclmiff, Kings; 
Strassb'.irg, New York; Bice Ulster. 
T rade* 
and 
Manufacture.-'—Messrs. 
Donaldson, Saratoga; Brownell, Fulton and 
Hamilton; Dante, Otsego; Davidson, UKter; 
Bauer, Monroe; Little, Niagara; Hayes, Din 
kclspiel, Kerrigan, New York 
Manufacti iik of S alt—.Messrs. VanGor 
ler, W yoming; Cheney. Onondaga, Young 
man, Albany; Aspinwall. 
Kings; Sheldon, 
Monroe; Chaims Smith, New York, Kelly, 
King*; Xew.scliafer, 
New York; McCnrreu, 
King*. 
P l'ut.ic Land.*—Messrs Flaherty, tit. Law 
rend*; Stevens, Franklin; W alters, Greene; 
Headway. Essex; M 
A 
Smith, Sullivan; 
Comstock, 
Jefferson; 
Martin, 
llornidge. 
New-Yolk; McCarrvn, King's. 
An rd im .turk- Me*-r*. Cottrell, Allegany; 
. A. Smith, Sullivan; 1). Peyster, Dutchess; 


DOWN IN NORTH CAROLINA. 


si 
Sheldon, Monroe; Pearsall, Chenango; 
L< 
ler, Mour.N*; O’Neil, Rensselaer; Blee. Cl 
ter; Budwood, Niagara. 
I ndian Ai t wit* c M.ssr*. West, Cnttnmu 
gus; Edwards, O ileans; Gibbs. New-York; 
G dlup, Onondaga; 
Maynard. 
Madison; 
Little. Niagara; MoDauglilin. Kings; Con 
nelly, Hufftier. New-York. 
P etition ok A lien*— Messrs. Aspinwall. 
Kings; Kimball, tit. Lawrence; Fish, Put 
nam; Gibbs, N« w York; 
LcKoy. Albany; 
Fills. Cayuga; Duffy, Mullaney, New York; 
tiehaeir, Kings. 
PWO THIRD* AND THREE F lin t* B ill* 
Messrs. Mead, Delaware; 
Luz, Tompkins; 
Edward*. Orleans; 
Donaldson, 
Saratoga; 
pinwall, Kings; 
Dunlap, 
Montgomery; 
Vilonia. Smith, Jr., Strasburg.llalTiier, New 
Y'ork. 
E ngrossed 
B ill*—Messrs. 
McKenz.it*, 
Genesee; Nixon, Chautauqua; Peek, Coit 
land; Baker, ------; Barton. Warren; David 
win, Ulster; Hague, New York; Miller, A’- 
bully; Murray, Westchester. 
Gill EV ANCEX—Messrs, Pearsall, Chenango; 
Rhodes, 
W estchester; 
West, Cattaraugus; 
Decker, Tioga; Towne. Chautauqua; Bailer, 
Monroe; I lay***, New York; Kent, Oneida; 
Kerrigan, New York. 
E xpenditures 
of th e House—M< ssr*. 
Carson. Yates; YuU-*, Schenectady; Young- 
man. Albany; Adams, Orange; Andrus, la it; 
Barton, W arren; Guenther, Erie; 
Martin. 
New York; Ryan, Rensselaer. 
E xpenditures of th e E xecutive D e 
PARrt*ENT— Messrs Clark, Livingston; Ham 
Ilion, New-York; Nixon, Chautauqua; Van 
Hurrier, W yom ing; Mesick. Herkimer; S.van 
der*. Beiihselaer; Dinkelspiel, Sulliv an, New 
Yorjt; McCurien. King* 
Revision—Messrs Acker, Steulk-n; Coon, 
Oswego; 
Aspinwall. 
Lougley, 
Kings; 
Demarest, Rockland. 
B ei.es— Messrs. 
Bilsted. 
Wr stehcster; 
Hamilton, New York; Saxton, W ayne; Siree 
ban Erie; Blumeiithal, 
New York; 
the 
Speaker. 
J oint Libhaiiv— Messrs. Dunlap, Mont 
gomeiy; Charles Smith. New York; Tread 
way, Essex; McCann, Kings; M cLaughlin, 
Kings. 
Sub-Committee of th e W hole—Me- •>. 
Peck, Cortland; Flaherty, St. law rence; Up­ 
son, Onondaga; ' Fish, 
Putnam ; Hughes, 
Lewis; 
Waller*. 
Greene; Grout. W ayne; 
Dante, Otsego; Pitts, Cayuga; Treadway, 
Essex; Little, Niagara; Davidson, 
Ulster; 
Sullivan, New Y ork. Kelly, Kings; Blake, 
New-York; Enures, Erie. 


YELLOW FEVER ON THE GALENA. 
It Hits Been C<>ni|><-II<M| to L raie Port aa 
P rince, ii it y 11. 
By Telegraph to The Freeman 
N ew -Y ork, Jan. IO —The Ktrumrr Clari- 
liel, from Hayti, rejsrrls ibm yeltiw fever 
has broken out pp tlye United States ship Ga 
lenn, apii tlyut it ha* left Port uu Prince. 


DeulU of a l l or»euiau, 
By Telegrauh to Tho Freeman. 
Rochester, 
N. Y., Jan. 
IO.—Richard 
Livingston, one of the proprietors of the Liv­ 
ingston Hotel, nml a luau known ult over the 
country, cvpcchdly am ong horsemen, died 
laid night ot B right’s disease. 


N o m in a ted for S p ecia l C ounty Ju dice. 
By Telegraph to The Freeman. 
A lbany, N. 
Jan. IO.—The Governor 
today sent to tilt* Senate the nomination of 
William B. Eaterbrook, of Ithaca, as npecial 
County Judge of Tom pkins County, fire John 
Tyler resigned, 


The M ortar Incident. 
By Cable to The Freeman. 
Berlin, Jun. IO.—T he German press con­ 
tinue* to discus* the M orier incident, im pug­ 
ning the good faith of the British diplom at­ 
ist. 


W h e r e 
“ J u d g e 
L y n c h ’’ 


I n n o c e n t P e o p le . 
H a n g s 


KXCISU COMMISSION. 


T w o M e m b e r s 
W h o 
W ill 
N o t 


S ig n t h e R e c o m m e n d a t i o n s . 


WH LR I-! RL I0RM IS NEEDED. 


TU* Meet Sugar Industry. 
By Telegraph to The Freeman. 
W a sh in g to n , Jan. IO.—To a Conure* 
sional Committee here Claus Spreckels b u 
explained the beet sugar iudustry. 


R e p o r t 
V is itin g C o m m i t t e e S t a t e 


C h a r i t i e s A id A s s o c ia tio n . 


75 ROYS ARL IM PLICA TED. 


Til I i i v -Six 
Hill I'r. 
Locomotive* Have Keen llVinnn- 
■ perty Valued iii * 100,000 stolen. 


tty Telegraph to Tin- Freeman. 


B m.Elon. 
Jan. 
IO.— Attorney General 
David on, of North Carolina, iii a report to 
the Governor, denounces lynch law and 
charges that innocent men have Ix'eu hanged 
by mobs iii this State. 


The Exolne Coni iii iHsioii. 
Uy Telegraph to The Fr aumil. 
N ew York, Jan. 
IO. -T h e Exc ise Re­ 
vision Committee, for New York State, lins 
finished its work. 
Commissioners Kruse aud 
O'Brien are the only incm L is who are not 
satisfied with the proposed bill. 


Stale- ( baillie* Ald Association. 
tty Ti legraph lo The Freemen. 
N ew York, Jan. IO.—The report of the 
New York Visiting Committee to the Stale 
Charitie s Aiel Assoc iation urges the need of 
reform iii workhouse*. 


W h a t Iii))* Have Done. 
By Ti li'irrapti ta The1 Freeman. 
P h ilADKLJ'Hia. 
Jan. 
IO.—Seventy five 
boy - are' inij'lii-ateel in the Pemiaylvani a 
I is 11 rebid brass rohlierit'*. 
Thirty six looomo 
live- have been dismantled, aud the property 
len is valued at #100,000, 


Itriti*li Steam ship Ashore. 
By T eleg rap h to T he F reem an . 
B a ltim o re , Jan. IO .— The* British steam- 
hip Mae re loin a, is ashore at the lower end of 
the Cralghill ( 'linum I. 


THE STOCK AND MONEY MARKET. 


F i n a n c i a l I leo mr* o n W a ll - s t r e e t T o - D a y — 
T h e L e a d i n a ( losing Q u o t a ti o n * . 
By T elegraph to The F reem an . 
N ew Y ork. Jan. IO.—The stock m arket 
wa* w ithout any special feature this m orning. 
At ll o’clieck it wa*dull and rattier heavy. 
The closing quotations: 
Me NUV- X'K, tee i. 
U S Us I resist fred Ll'Ai, 'tem. A Charl.-stf.n.. fl 
U. K F* ic upon*). , l'.is'* Michigan Central.... seJ-i 
U. F lf * iregiste-reeMi*'... Mil . E. S A W 
. XI 
U. S ti's i e>lll*>U»). IHM. MU , L.hhorad W.pfU 
Ceil. Pac. r'ersls......H'JQ Mum. A St. l»tu* .. 
f» 
Erie, second* 
........ I “ q Winn Ar St. I .oil ta. prf ll 
Seif lap die, first* ..lite 1, Mhomier! I'aciflc . . . 7:iNj 
N ort'iW fst'n Ci'usol* IIN 
M orris A Esse* x .....1 4 4 
Bt. Paul Consol* 
I-.'ig N ashville A C h a t i... al 
U nion P a c ., Am t*. ...trtV y S. J . C e n tra l............... 'j*m 
W est Sh ire . 
___I' 
N o rfi ,V WY st'n , p rf 
Adam * Express........I ll 
N o rth ern P a c ific ... . ‘JTA* 
Alton 
Terre H au te 
I'- 
Se*. Pte'illc, p n f 
.V-Vs 
s'. 
N’etrt ha e-ste rn 
IGA* 
lent 
Nurthwe Hte-ni pref 14ei 
“ ' i N ew -Y ork C e n tra l 
B TQ 
Isl N. Y. I'm. A SI. I .oui* I7Q 
Mb N Y. t hi.dr St.L p rf ii* 
6*4*Ohio A Mw*.............. 'Jl% 
' ‘I O hio <1 Mi**., p r e f ... HI 
SM-. O n ta rio A W e-stern 
| j 
I1'1 J ' Uegon N avigation 
itgT* 
Bi'Ore gem Trail* Ccen 
: ■ A^ 
m y Pacific M all................. 
rkiQ 
Ce eu ia. |s-c. Jt E 'villc 
I.Ve 
Pittsiiurvh..................IX* 
)' 's-b pulli.iaii P alace ........ 177 
111* H ead in g .............................4sV(j 
I .'ii a iii. md A W I’..int i iv* 
Bock Island............. vr»4 


4.5 
VU. A ler. ti. p'rd... Sa 
Sun I n an tv pts - s. 
A t l a n t i c ,v I’ u in*'. 
I hi IT. Bo. I;. .V Cill*. 
Canada l'aeittc. .. 
Canalla S o o t lie rn... 
O ui rut lim a.......... 
C e n t r a l Paeittc. 
Che*. ,t O h io ............. 
Cli.-* A •>., tsi pf el 
Che*. A Ohio, gel pfd 
Chicago .IC Alton 
e'Im ago A Att. pfd 
Chi., Bur. A Quincy 
Chi., St L. A I al­ 
em. II.un V Dayton .8 
Cl. VfUud Ciiluiiiiiei* 
C. if s. iii i.il.-ii Cias . 
I>. I y Mini. I a I* it I 
Del , I JC■*. A '.Vest 
lienee r,t Biolirai.d' 
Fast Tennessee 
. . . 
E ast Teti.i., i«: J ire I 
Fast T- nit , Cd pre f 
Erie 
............................ 
Erie p r e f .................... 
F o rt W a y lie 
M arie a i .............................. 
Mi l king Valley 
Iti eistiiii A Ti-las 
Illinois C entral 
Ina , Btejeeln A West n 
Kansas A Texas 
l-’W* Well* Jt F argo Ex 
K in g s to n A IVinbr'k 'Jt.1, West. Union 
talk. Fried; Went'n. 
PW* W lteelingd I. E. 
I, E. A \V\, |.ie f 
ag Silver IV rtifleate 
laike Shore 
UH Ain. Cotton O il.. 
ia.uistilleA Nasti .. Mel* N. T. A N. K ,... 
M anhattan Elevated VI 


'•IQ Boun*, W. A Og'nb'g ‘.tgbi 
alb st teOui* A San F 
. »W- 
i I 
St. I.. A S. F.. pref. 
t*.)^ 
la 
St L A S F., 1st pref 1 lat^ 
It 
St. Paul .................. cav* 
itiQ St. Paul, pref 
..Mkt 
WL. St Paul,'him A Man WI 
",>l. Paul A omaha .. k'b 
fit 
st. Faut & O., pref 
‘.ti 
i Lev*Texas Pacette 
f lt ) 
g-. Union Pac.Cc 
til 
.".u. u S. Express 
'.4q, 
I4Q Utica A H. River 
las 
til 
Wall.,St. L. A PacUle ISI* 
ok* Wa!. . St. I,. A P ..pref MU* 
" t a o 
Mb. 
to 
1*4 Q 
MV* 
4 iQ 


A utom a of New Italian Loan. 
By Cable to The Freeman. 
B ru ssel* , Jan. IO.—Tile new Bullan loan 
amount* to 600^000^000 lire, at 5 per cent. 


Our 


closed 


b e 


of 


p la c e o f b u s in e s s 
w ill 


d u r i n g 
tile 
m o n th s 


J a n u a r y , F e b r u a r y a n il M a rc h e v e r y 


e v e n in g e x c e p t S a tu r d a y a t (J o ’cl(K.*k. 


Geo. B. Merritt & Co., 


W a ll S t. K in g s to n , N . Y 


O n e d o o r n o r t h o f S t. J o h n 's C h u r c h 


W h o W ill Get There? 
M ENE W-YOBK STORE 


Will give to the person bolding Hie lar­ 
gest num ber of coupons on Feb. 3. 
A P lu sh W r a p , 


W O R T H $ 2 6 . 0 0 . 


To the next largest number 
A M onkey Muff, 


W O R T H $ 8 .0 0 . 
STURGEON & LEETE. 


20 Union-Avenae, 


One block. above The Strand, Rondout. 
T A K E NOTICE. 


I here bv cive notice that my alto. Itta. 
Kraus, baa left my bed and board without Jua 
ar provocation, aad I will not I 
debt* of her contract ing from t 
give notice to all partita not to treat or 
on mr account. 
Joan I 
Handout, N. T., Janaaiy T, IWD. 


THIS KINGSTON DAILY FREEMAN THURSDAY EVENING, JANUARY IO, 1889. 


*f*r»f u SsoMlsla.i maut, at th* Poat O/ha, 
Rosm ut. n. r 
D em ocrats have also m ore than their correct 
proportion on Insurance and Excise and sev­ 
eral sm aller com m ittees. 
Gen. B usted stands in his right place, at 
the head of the W ays aud Means, and next 
to him is Gen. B atchelicr, one of the strong­ 
est and ablest men in the H ouse. T he D em o­ 
cratic list is headed by Sheehan, the acknow l­ 
edged leader of that p arty and Gov. H ill’s 
"b e a t m an ." 
T he C hairm anships of other 
leading com m ittees are given to men of the 
highest character and 
legislative ability. 
A m ong these can l>e ju stly ranked A insw orth 
T he cyclone, w hich we are in the habit of 
of A ppropriations, Saxton of General Laws, 
regarding as a W estern or Southern phenom - 
G allup o f Canals, C rosby o f Cities, H unt 
enon, cam e uncom fortably close to us all last 
ting of Com m erce and N avigation, K im ball 
night. 
K ingston w as on the very edge o f the 
of R ailroads, C urtis of Excise, and Coons of 


Kingston jpatln jfrttntatt, 


K IN G ST O N . N. Y ., JA N U A R Y IO. 18S9. 


W e a th e r In d ic a tio n * . 
W a s h in g to n , 
Jan . IO.—Indication) fo r 
F riday: F a ir, rn nth colder, vciterly triads, 


Are receiving at their Factory a large Quantity 
of . 
Lactated Food 


Possesses m any Im portant A dvantages over 
other prepared Foods. 
Dry Oak and Hickory Timber Babies Cit For it. 
Invalids Belisli It. | Cham lu LlUe U “ d Tatellijfeut. Send address to 


W A N T E D , ETC. 


T V -ANTED -A 
W tL ~W H O ~U N D E K ST A N Db 
VV cooking, wasmrig and ironing. 
Must come 
well recommended. Inquire of Mrs. S. M. Sleight, 
Sleightburg. 
R 
a r e c h a n c e - a g o o d h o m e w i l l b e 
given, with wages, to a respectable German 


W 
EST SHORE RAILROAD 
N Y C. A ti H. K R Lessee. 


And *re prepared to furnish 
BEST Q U A L I TY 


lares tm* stom ach and 
tty Bi 
Bi iwe 


—OF— 


Sold by Druggists. 
25c., BOC., 
#1.00. 
KU'HARDSON j: CO., Buningitiu, \ t. 


Regu- 


W’ELLS, 


THE CYCLO HE COMES EAST. 


storm , but even here there was a very high 
w ind, and considerable dam age to properly 
resulted. 
But at several points in P en n sy l­ 
vania the effects w ere appalling. 
A t Reuil- 
In g a s ilk m ill in w hich 200 persons w ere 
t rn ploy et! was blow n dow n a short lim e la- 
fore 0 r . M.. and th e inm ates w ere all carried 
dow n 
w ith 
it. 
and 
nearly every 
one 
w as 
buried 
in 
the 
ruins. T he 
en ­ 
tire tire departm ent and 10,000 men set 
to work to rescue the dying aud uncover the 
dead. 
At S JO To jH-rsons had U rn rem oved, 
ten of w hom w ere dead. 
T here are others 
la neath the ruins, and the killed are likely 
to la- counted by scores and possibly h u n ­ 
dreds w hen the w reck is rem oved. 
In 
another part of (lie city the paint shop of the 
Reading Railroad Com pany was unroofed 
and hurried, and fo u r o f the em ployes wen- 
killed. 
Seven residences in the city 
were 
cither unroofed or blow n 
dow n. T he sam e 
cyclone on its approach struck H arrisburg, 
unroofing the R eading C om pany’s di-jait. T he 
track of the storm from H arrisburg was due 
east along the Lebanon Valley to Reading, 
and a big wake of destruction was left lie- 


hind. 
T here was another cyclone quite us destruc­ 


tive at P ittsb u rg in tile afternoon. 
It < am e 
u p w ithout w arning, accom panied w ith w ind 
and rain. 
T h e first building to fall was a 
new seven story store in process of erection 
by C. L. 'V ilify. 
Tile walls w ere Mown 
apart and fell’ upon several occupied build­ 
ings adjoining, crushing them in. 
At least a 
•core of hum an livings wen- buried bv this 
fall. 
E ight are know n to have been killed 
outrig h t and th irty five badly injured. 
In 


E ducation. A m ong D em ocrats Ju d g e G reene 
of O range Is m ade even m ore conspicuous 
than Sheehan by the num ber of im portant 
com m ittees on 
w hich 
lie is placed. 
T he 
S |leaker has recognized him , as he deserves 
to la-, as the very ablest and most respectable 
D em ocrat in the House. 
. 
. 
-- 
l ister docs not shine very brightly in Hic | k i l l ' Htf^ <111(1 T O roiIl< r a t s h o r t n o tic e , 
com m ittees, ow ing to the unfortunate habit 


Axe, Pick, Sledge and Hammer Baby Portraits. 
HANDLES. 
Hickory and Oak Spokes. 


C 
E 
L 
E 
B 
R 
A 
T 
E 
D 
Ulster Bolted Barrow 


C a r r i a g e Cushions made to order. 


A I ortfolio of beautiful baby portraits, printed ou 
rule plate paper 
ny J intent puoto process, sent 
tree to mottler of any buoy born within a year. 
Every motlier w auls these pictures; send at uuce. 
Give Baby's nam e and age. 
•VV ells, Richardson it Co., Proprietor!. 


B U R L I N G T O N , VT. 


I Lkiukkt, Komlout P. U. 


D O A R D -TH KEE OR FOUR RESUE! TABLE 
.I J young men can fillet a good home with bourd. 
Terms reasonable-. Apply ut Mrs. ITkrck, The 
ottage. S trand, opposite Mr. Gill's coal wharf. 
W 
AN TED—KE 1.1.Mi EE LOCAL AMD T R A ' EL 
ling salesmen. Positions perm uueut. Special 
iiulucetnels now; last selling specialties. Don t de­ 
lay. salary from start. S hown Duos, Nurseynteu. 
Rochester, N. Y. 
• 
U 
J ANTED.—LADY, a c t i v e a n d 
i n t e l u - 
vcnt, to represent, in her own locality, an old 
firm. 
References given and required, l'eruiuneut 
position aud good salary-. Address 
Supt. M anivzctt'kinu Mousie, Lock Box 1586,N. Y. 


TO L E T . 


r IXJ LET.--ROOMS WITH BOARD. INQUIRE OI 
JL 
M irv YouNonan, No. Mi A bed street, toot cf 
" urU-street. 
) 


- A T THEIR 


IIT nnd LH MI 


It’s E a s y to Dye 
^ 
n-asonai 


HES 
U d i u n i 


A r e o f i t - r i n g a 
l a r g e a n d 
w e l l 


a s s o r t e d 


t»f choosing new men every fall. 
N o I M er 
man is nam ed until the C om m ittee on In ter 
na! A ffaire is reached, w hen the nam e of Mr. 
Bush appears. 
Bush is also on the com m it­ 
tees on R oads and B ridges. 
Mr. Riot; is oil 
Affaire o f V illages, Civil D ivisons am i A g ri­ 


culture. 
Mr. D avidson 
is ou 
Roads mid I g " > t O C l v O I I I c l I ’ d V V M V O 
Bridges, T rade and M anufacture, Engrossed ■ 
Bills and sub C om m ittee of tile W hole. 
I 
— A T - 


—WITH - 


KOK SA L E . 


SALE - THE TWO STORY AND BASEMENT 
k building on H ush.puck ave., will sell 
ownable to cash buyer. Sol. ti yr KS, IO Union- 
avenue. 


On and after Monday, Nov. ll, 1889, trains w 
leave West Shore De IMI. Kingston, os follows; 
GOING SOUTH 
For New-York 4:30, 6:25, 7:10, 11:55 A.M .; 4:05 
6:10 aud 7:45 P. M. Sundays 4:50, 7:10 A. M.; 4:05 
6:10 and 7:15 P. M. 
For Newburgh and Cornwall 4:50, 6:25, 7:10, 11:5 
A. M.; 4:05, 0:10 and 7:45 P. M. Sundays 4:5 
, A. M., 4:05, 6:10, anil 7:45 P. M. 
For Haverstraw 6:25 7:10 A. M.; 4 05 anil 6:U 
P. M. Sundays 7:10 A. JI.; 4:06 and 0:10 P. Ai 
For Highland 0:23, 7:10, 11:56 A .M .; 4:05, 6:lt 
and 7:45 
P.M . 
Sundays 
7:10 A. M ; 4:06, 6: lf 
and 7:46 P. M. 
For Marllxirnugh 6:25, 7:10, 11:55 A. M.; 4:05 aac 
0:10 P. M. Sundays 7:10 A. XL; 4:05 anti 0:10 P. SI 
For Milton 0-25 and *7:10 A. M.; *4:05 aud 0:10 P 
M. Sundays *7:10 A. M.: *4:06 and 6:10 P. M. 
GOING NORTH. 
For Saugerties 7:00, 10:45 A.M .; 1:00, 2:35, 1:10 
8: IO and 11:55 P. M. Sundays 10:45 A. M.; 1:00, 8:4- 
anil 11:56 P. M. 
For OaUkill 7:00, 
10:45 
A. 
M; 
1:00, 
2:35, 
7:lo,s:-0aud 11:55 P M. Sundays 10:45 A. M.;l:0U,s:4t 
an- 11:55 P. M. 
For 
Albany 
7:00, 
10:45 A. 
M.; HOT, 2:35, 
7:10, 8:10 and 11:65 P. M. Sundays 10:46 A. J;.; 
1:00, 8:40 and 11:55 P.M . 
A 
For Coxsackie 7:00,10:45 A. M.; 1:00, 2;3T, 7:ll 
an. *11:55 P.M . Sundays 10:46 A. M.; *11:55 and EM 
P. M. 
For West Athens (Athens), Mt. Marion, Weal 
Camp and New Baltimore, 7:00, 10:46 A .M .; »1:M 
7:10 P M. Sundays, 10:45 A. M.; *1:00 P. M 


WHAT NEXT? 


Who would buy a Car Heater to 
heat a house? 
iou all would if 
you 
knew how economical }T>u 
could heat your house with 
the 


P. J. Gurnee Car Heater. 


Hot w ater system , a delight­ 


ful temperature. 


Any one interested can see one 
heating a thfee story house in 
Sleightsburgh, A. & J. Hasbrouck^ 


D I A M O N D D Y ES | J T (?R SALE. KENT OR KXCHANUE-DW ELL 
lugs. Stores, Building Lots and 8 arms. Blue aud 
Lime Stum- Quarries and oilier property, Kure 
S u p e r i o r i n 
S t r e n g t h , 
F a s t n e s s , 
chalices, tv. m lUvss, Nu.» " a il street. 
B e a u t y a n d S i m p l i c i t y . 
ijX iR s a l e o r t o l e t . 
J j Henry 
Warrant»-<1 to OOtoC MOW *;.>•*.Is than any other 
W lU -lM ii 
dyes ever made and to give more bullan! and dur 
able color*. Ask for the DIAMOND anti take ne 
other 


THE 
HOUSE 'JE 
L. Kooecranxe, on John-street, near 
Will In* mud u t a bargiau. Apply on 
the premises to the owner 


and 11:55 P. M. 
Sundays, 1:00. 8:40 ami 11:55 P. M. 
For Chicago ami Niagara Fulls, I :U). 8:40 and 11:55 
P. M. Sundays, 1:00. 8:49 and 11:55 p. M. 
For St. Louis 8:40 and 11:55 P.M . Sundays 8:4 
and I U ' P. M. 
Sleeping cars for Buffalo Cmcogo. Detroit abd S 
I/' Hi- 
Ill Albanv connections are made at Maiden Erne 
■tation for all points north. 
In buffalo and Suspension Bridge connections arc 


PUBLIC O PIN IO N. 


A fru it grow er iii Pom ona, C al., ow ns up 
to having w ritten the M urchison-Slickville 
letter. 
B ut lie could hard ly have im agined 
what figs w ould grow on his thistle.—A l­ 
bany T iim r, lk m . 


It is entirely safe to say th at not one person 
in .IOU outside of Hic vuriuus insane asylum * 
of the co u n try favors an y such schem e as the 
creation o f life Senatorship!! fo rex Presidents. 
— S t I a>u is (J I'tm Lit I rn tr ill. 


T his m uch, at least, m ay be said of Mr. 
W auaiuaker. 
A m ong 
the prom inent m en 
of this country he is one of til!-largest con 
tributors to the press, mid w hat is still m ore 
to the point, Ins articles are alw ays p u b ­ 
lished.— IC a-hist cr l\>st Express. 


Secretary Buyurd is credited w ith the in ten ­ 
tion o f going to Euro|»e lo live. 
Ile w o u ld 
d u d it pleasant in an y foreign country. Smet* 
lie h a s Been in office lie h as C onsulted th e in ­ 
terest of every c o u n try in the w o rld , ex c ep t 
other parts of the city several buildings w ere I Bis att, a .- A tla n t a C onstitution, D un. 


blown dow n, but no loss of life from them is | 
Lieut-O ov. Jones I* (according to the AI-. 


B o t t o m P r ic e s . 


Electric 
Door Hells very low. 
Also a few Imitation Electric Hells, 
will offer for Bo days, at Ta cents 
complete. 


Komlout aud Kingston. 


jo h n McCa u s l a n d , 


Life, Fire, Accident 


- A N D - 
Marine Insurance 


• a/ii j u n 
,, -r. , , 
.............................. 
niaJe for all points in the West. Northwest a id 
i n u i t SALE OR TO LET.—THE STOKE NO. 14 
Bouthwest. 
• J / * C l 
i 
, s , , 
T , 
- 
I rf- 
" “rlb FronUslrett, occupied by _ Deter Van- 
Passengers will save money 
O O Colors, I O 
C ts. D a l i c l l . 
, ? 
*°L 
Fears as a Merchant Tailor. In- 
bitore villi ring the cars. Round trip tickets have 
J-* -'-' 
| quilt-ut JU Urwiisln-vt, head ol Jobu-strwt. 
v 


WELLS, Ii IC U A Ii USON & co.. 


B U R L I N G T O N . V T . 


For Glldiug or Bronzing Fancy Article*, USE 
, 
M 
A 
U 
T 
E 
R 
S T 
O 
C 
K 
DIAMOND PAINTS. I C A R P E N T E R A N D B U I L D E R 


C IT Y H IK ECT O H I. 
JOUN T. flOND.JrH 


W a t c h m a k e r a n d J e w e l e r 


At W inter * N ew sstan d..............................The Strand 


reported. 
• 
B uildings were also blow n dow n in A lle­ 
ghany C ity, 
M cK eesport. W all's Station, 
W ilm erding, W illiam sport and Y ork. 
At 
Sunbury tw o of the stacks of the S unbury 
Nail Mills were blow n dow n, killing tw o men 
and seriously inju rin g nine. 
A t (.’arlid e sev­ 
eral of the hew buildings of the governm ent 
Indian achoo! w ere unroofed. 
T he storm struck B rooklyn nt 7:40 p. ii. 
Sim ultaneously, aud probably from tin- effect 
o f the cyclone, tw o of the tanks o f the 
C itizen's 
Gas 
C om pany 
exploded, 
pausing a shock that wacs felt throughout the 
city. 
F ortunately Hie em ployes were aw ay, 
and only one, a w atchm an, was injured. 
Ile 
received a sculp w ound from a falling m issile. 
T in -storm destroyed a portion of the B ro o k lin 
N avy 
Y ard m arine barrack*. 
A bout 175 
men w ere in or around the w orks w hen the 
crash cam e. 
M any of them were cut or 
bruised, but nom- dangerously. 
Iu other 
parts o f B rooklyn a score or m ore of b u ild ­ 
ings were w recked, and inm ates were injured 
in alm ost every ills ta nee. 


bany col respondent of the lim e s a candidate I » 
\ r / ^ f 
for the P residential nom ination in I bt# 2. 
B ut | I a l i i m 
e l t : y e t 
we suspect th at tile col respondent is m erely 
"g azin g ." 
Air. Jones is a m an of sense and 
1SU2 is u long way ah ead .— E lm ira O autte, 
vie m d by D . B H ill. 


T he spectacle of Saui am ong the prophets 
was less rem arkable Hum th at of David am ong 
the reform ers. 
W hen the G overnor of N ew- 
Y ork, w ho. us it is w ell k ilo "ii. ow es his 
election to the big pot of m oney raised to r 
him by th e giiisiingeis of New Y ork,bem oans 
corruption at the (sills, the tim e has com e to 
briug o u t the sm oked glass and see w hat has 
com e over the Du e o f Hie- su n .— Chicayo Int*! 
Ocean. 


If M ayor K irk w as not very thick-hided 
th at letter of the clergy o f the city w ould 
m ake a deep mid en d u rin g impress!-)!) ii is ut 
him . 
T h e M ayor's answ er will Is* aw aited 
w ith m uch interest. 
W hen Mr. K irk read 
Hic letter to him , lie rem ark ed that he had 
sup|K>Hcd he wus doing ti gmid th in g w hen lie 
secured tile closing o f the saloons 
ou 
a 
part of S u n d a y ; ami the say in ? is im puted to 
nim . th at lie didn't know w hat the m udsil ls 
had to do w ith him , as lie never interfered 
w ith th e m .— Syracuse Journal. 


SMALL BUSINESS. 


President C leveland persevere* in the w ork 
o f " refo rm ," though fully conscious th at if 
he ra n only w ait till th e -itll of M ardi in p a ­ 
tience there will pome then the most genuine 
and sw eeping reform ever seen iu the U uitcd 
Stales. 
T he latest risib le subjec t of bis re ­ 
form zeal is D-wis M cM ullen. A ppraiser at 
New Y ork. 
M cM ullen bad served in his d e ­ 
partm ent JU years w hen he w as prom oted to 
his present place, am i his advancem ent was 
pointed lo by M ugw um ps as evidence th at 
the adm inistration wa* thoroughly devoted 
to the- reform principle. 
M cM ullen bus 
tu rn ed out a good m any R epublicans—218 is 
said to lie the exact iium ls-r—but there still 
rem ain 125, some o f whom had long been as 
soeiatcd w ith him , and whose services he re­ 
garded us indispensable. 
B ut lie did all that 
it was |MHsible for him to do in the recent 
Cam paign for I lac* election of C leveland, and 
it is proltttblc lliat he U-lieved th i> service 
w ould Is- allow ed to cover a good m any sins 
of om ission, a* lie refused lo Is-lieve th e r u ­ 
m ors that he was to Is- rem oved until the 
o rdcr cam e like a clap of th u n d er ou t o f a 
clear sky. 
On the 31st of D ecem ber last B erret ary 
F airchild addressed lo tin* A ppraiser a b iter 
th a t tills exactly J o u r lines of new spaper 
space, dem anding his resignation In-cause lie 
(llie Si-eretury) considered it “ for the public 
in terest." 
T h e A ppraiser replied, refusing 
to resign until he was show n the reasons fo r 
the dem and. 
The- Secretary replied on the 
8th iust. 
at g reater len g th , intim ating 
in 
rath er am biguous language that the R ep u b li­ 
cans under him had not been turned ou t fast 
enough, ami inform ing him th at he had re­ 
quested the President to order his rem oval. 
T he order of rem oval, signed by the P resi­ 
dent, was received yesterday, but M cM ullen 
is lo d o u b t w hether it eau ta- enforced so 
long as his successor is not continued by the 
Benab-, aud talks ulsm t m aking a fight 
lf 
by fighting he can cause a delay o f ju st 52 
day*. neither F airchild nor Cleveland will be 
in a position to trouble him. 
O ther rem ovals that are taking place in va­ 
rious parts of the country indicate th at the 


fe w rem aining w eeks of the present adm iuis- 


SPECIAL BUSINESS NOTICES. 


Patti, it is aalii, cunni* herself carefully strain*! 
c< itll 
She «-v it lent ly iii*** m a twlieve iii fro- etal 
curt*, im! iii*-* h'lii-w in tin- free use of l»r Mull's 
('<nit;ti Syrup, a* it ba* cured ber several tune*. 


FOR AUlOltS. SINGERS AND PUBLIC 
*|ie!iker* Hr. Hoxsie's Pinks, now universally used 
by Hie most eminent men ami 
m n l:i professional 
life, for liiltaiin-ii Throat, Hoarseness ami Coutrb. 
I I i e lit*. 


DEFINITION OF A GENTLEMAN. 
"C ardinal Newman a*y-< a gentleman I* one who 
never bittie!s pain." rem arks the Omaha World; 
“ I his I* rough on tin- drat int*." Tree, but it I* a 
cb anu'teriM tleof Hr. Tint * Liver Pill*. They K a­ 
rate without aripinir or pain 
-'They are ure the 
bent pill iii the World," oh I). E. Brinie, of Taiiiuqua, 
P a. truly says. Se 
lineally compounded by a 
pby mc Ian of ait year*' practice-! 


"O N E FOOT IN THE GRAVE." 
How often do we hear the above said of some 
|mi r pilgrim o'er life’* thorny |*kth, who*- tottering 
step, t tail iii fuce, unnatural m iller of the eye mid 
bae k in*' cough, aud it* acce o qui ny inc involuntary ' 
pressure of Hie hand over the lim ps the Meat of the 
dread disease consumption -that cause* Hie re 
m ark! Too frequently, alas- ami in tilt- interest* of 
such unfortunates tins i« jn-nm-d. bi assure them 
that their *te|M need tend no laager tow ard that 
Harrow r eq u a rte (b it .iii ail - all Hint is, until 
lifeViulloted space I* covered - from any sinh cause. 
for tin- scientific researches of I lr. It V. Pierce, re 
Minimi; iii tin* "G olden Medical Discovery," have 
wrested from Nature a rem edy which never fails to 
cure tin* neon rye of our race (which i* really not Ii 
my more nor Ie** than Scrofula of the Luny*!, if 
taken tu time. 
Druggists sell it. 


IT IS NOT BEST 
to alway* believe everything that a is-rson tell* you 
but wheni you te a r that the best bb ss! punner is 
Sulphur Hitter*, you can tieiieve it, for the* cured 
Ute of a severe rune of tillkmI polaomtiy. 
Kxv. A. F aihi min), New Y’ork City, 


A NASAL JNJ KATOR free with each bottle of Sh! 
R h* C atarrh Remedy. 
Price 60 m-uU. bold by 
Frederick J . R. Clark. 


Nam e w h at you want. 
Security Unexcelled. 
Understand what I Say. 
D atesnoonecan beat. 
Any one not interested 
will tell you so. 
N o o n ec a n give you bet­ 
ter companies. 
Call and see me 


e v e r y b o d y 


Before You riacc Your hisn ranee 


John McCausland, 


Cornell Building, 


K O N D O U T , 
N . Y . 


T elephone Call, 8. 


Winter Overcoats! WinterSjiits! 


TOOT! LL, 


T h e T a i l o r , 


ll Ml-Slwt, klSGSTON. 
I ■ 


The finest selection of 


WI N TE Ii GOODS. 


In hi* line, in Ute City 


Gold, Silver, Bronze. C opier. Only IO Cent*. 


V i l l i 
B e n s h i 
B r o s . 


Wlitilrsile ami Reuil Droits. 


Kingston anti Komlout. 


Always in Stock a Full Line of 


H 
I K 
E R 
’ S 


Reliable and Justly Celebrated 
Fam ily Medicines, 


TOILET 
PREPARATIONS 
AND 
PERFUMES 
which we loyally yiinrantee to give perfect satisfac­ 
tion lo our customer* or we return their money. 
YAN LEU SEN MROS. 


Wkolmli* ami Rflail Droits, 


Kingston and Komlout, 


Ulster County, N. Y. 


I Haler in Moulding*, S tair Rails, Newels, ba eters, 
etc., 89 aud d U nion airlin e, It,imp,ut, F Y. 
« 
T S STAPLES. 


WHOLESALE DEALER IN 


F l o u r , F e e d . G r o c e r i e s 6 i F r o is i o n s 


Hasbrouck -a venue. The stran d and Ferry St. 


J j U 
W 
A 
U 
D 
O 
’ K K l L L Y 


DEALER IN 
tiROCERIES ANI) LiaU0R8. 


Ayeut for the Celebrated Hudson CrrAm 
A>. 


E 


possenyer* win save money by purchasing Hi ke 
e t ore entering Ihe cars. Round trq 
been placed on sale at discount rate*. 
Trams on " eat Shore w ill uow arrive and depsr 
from the commodious aud central!* located depot « 
N. Y. C. <S H. K. K. ll., iu the Cities of Hoc he Lel­ 
and Buffalo. 
The 2:35 p. u. train will arrive aud depart trcm ti e 
N. Y. C. R. R. depot at Utica. 


•Stop on 
su m m it. 
Trains a t 7:00,10:45 A. M. and 7:10 P. M. will sp p 
a t La e K Urine. Sundays 10:45 only. 
For 1 0m Pete time table aud information call .ti 
E. P. t-nyd r, Ticket Agent, Kingston 
Station, 
or a dr tm 
C E. UAM BERT, 
Gen'I Possenper A^ent, 
5 Vanderbilt avenue, N. T. 


ever manufactured. 


Incjuire of 


P. J. GURNEE, 


Iiondout, N. Y. 
Have Y ou Heard tile News? 


Geo. C. Preston 


Will ln*ure you in 


W 
ALLKILL VALLEY K. K. TIME TABLE. 
lo take effect 12:01 A. ii., bunday. 
Nev 
ll. IS**. 
M 
W 
. 
ti No. I Companies, 


• • 
^ 
a 
I I ' pp 
. 
; ; 
© O © O « « O « 
-I 
: : S S S S tU s S f c tis S S f t W I Vt 
• 
* -f 
-f 
T 
ite 


: 
: : 
^ 
^ 
—; > 
'S- ** 
*■ ^ u UU JI Ii ii JO we* ii 
« — 


- A T - 


_s I Rates to he Agreed Upon. 


I can do for them . 
Don't mind w hat the 


a 
. 
C H A C U N I ) . D .S .. 
DENTIST. 
Office St Union-Avenup. over Van Buren'* Store, 
Kondoiit, N. Y. 8 )kcia! attention given to treatini; 
and fllliui; t«-eth. 
Artificial teeth Inserted and 
crowns adjusted on natural root*. 
Office Hours. 8 a. m. to 6 p. u. 
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GREAT CLEAItlNC OLT SALE 


F op th e N e x t T w o W e ek s. 


O u r R eductions 


—ARE IN 


r P H E PEOPLE OF TUE STATE OF NEW YORK 
I 
By the (-race of God free and independent. To 
\\ illiatn P. Kirk, Jr., and .Mar)- C. Mooter residing ut 
th e biwn of Rosendale, I,'later Oounty. N. V . and 
William P. K us, residing at Toms River, in the 
State of New Jersey send greeting: 
Yt»U AND EA! ii <»K YOU ore hereby cited and 
required 
pcrsuiMlly 
to 
he 
and 
apiiear 
at a Surrogate's Court, to 
he held in and for 
the ('minty of Ul*t< r at Hie Surrogate's < I fit ce iii the 
City of Kiuipiton. in Mild County, on the 25th day ut 
March next, ut ten o‘cl<x-k in the furcnoon of that 
day, then aud there bi show can**- why the accounts 
ut Jacob A. Van W agonen a* t m poniry guardian 
of William P. Kirk, J r., should not te- judieially 
Mettled and a decree be Hindu- revoking the letter* of 
guardian dp heretofon 
tsaw d 
t" Min a* 
I be 
KiiRtdian of the *aid " illiam P. Kirk, Jr., and the 
wild Jacob A. Van Wagonen and his Hiirelie* or 
diMi-hargeil aud another tem porary guardian of Ihe 
property 
of 
the 
said 
William 
I*. 
Kirk, 
J r., 
lie 
appointed. 
And 
if 
any 
of 
the 
|M-nioti* liib-resievl he under the n.-e of twenty-one 
vi al*, they are required b>ap|s-ar by their guardian. 
if they have one, o r if they have none they are re­ 
quired to np|iear and apply for tile appointm ent of 
one. or iii tile event of their neglect or failure b> do 
so. a guardian will Is* upixiintcd tty the Surrogate, 
lo represent and aet tor them in the proceeding. 
I n T xmtimonv W iikukok, we have eau-u J the 
seal of said Surrogate's Court bi te- here 
| l. s ] u nto ndlxevl. 
W itmss, Hon. Oliver P. 
C arpenter. Surrogate of our *aid County, 
id th*- City of Kingston, the 
7th day of 
Jamutr>- in th e year of our G ird o a t thou­ 
sand eight hundred aud elgtily-nine. 
Hoi VUU P. Cami-xniu", Surrogate. 


T" " illiaill P K irk : 


a i i L D c i c t t s i o ' 


Zm rn 
* — ~ M <4 M t; H M ti K. Ii, Si ii, 
• I • I ic 
V u / ^ 'r ,i r: ■; t “ ~ -7 
j v“ o i 


Come and investigate for yourself. 
Geo. C. Preston* 
80 Fair-Street, 


K I M G S T O J S T , N T. Y 
. 


O U TREME 
COIT RT-U L S T E R 
COUNTY — 
O Jennie I,. Ame* a* executrix und Em ery Fn-er 
I as executor of the la d will and testam en t of O scar 
— J Ames, deceased, against Charles AV. VanAken and 
I Cuttirtrine Ann VanAken. 
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By virtue of a judgm ent of foreclosure and sate 
made aud entered in the above entitled action on 
the .'.th day of January'. HW, the subscriber, a 
Referee for th e purpose Ju ly appointed,will sell a t 
the Mansion House,in the City of Kingston, N. Y.. 
on the 28.1 day of Eeliruary IMM 
’ 


tT rain* do not stop for passengers. -Tram s stop 
only on signal. 
' 
Train* Nos. it and 15 run Sundays only. All other 
trains run daily except Sunday*. 
_ 
_ 
J- P. BaADiriKun.Suiierintendent. 


J■ I). Ijy n h , (Jt*ncral M iugt*r. 


P L A I N EI Gl i Ji 
The above cilaUoo hi served upon v ou by piibllo i 
> I i i i 
tioii pursuant to un order of the Surrogate of Ulster 
ai 
^ J U u> 
County, m ade Jan u ary 7, ts-At. au'l tiled iii I Uter 
>■, 
S iirm gati's Ofllee, un th at day. Dnti-it January ., 
ISSI 
I------- * 
■ “ ” 


g T O N Y 
C I/)V E 
Al LHO AD. 
* CATSKILL 
MOUNTAIN 
Takes effect Saturday, Noy^24th, 1888. 
C.OINO 
KTH. 


Fine im ported plush Parlor Suits, upholstered Hrat 
class, with hair tup*, former price $55, reduced to 
I W. 


Handsome polished solid oak Bedroom Suits, 8 
pieces, form er price $32, reduced to $23. 


Carpet Is lunges, Black W alnut Fram es, form er I 
(Trade Mark) 
price $*, reduced bi $0.60. 
I 


Velvet Caris-t Pat. Rocker*, form er price $1.50, 
reduced to $3.50. 


Hard wood full sise Ih-dslead*, light or dark finish 
for $2.60, 


We also offer the following good* at correspond­ 
ingly low prices: 


J acob A. Van W aoonen, 
Guar ‘mu aa aforesaid. Creek lxiek*. N. Y. 
i ii V, l£«RWATeK. Attorney for G uardian, office 
a m u os! i iffloe address SI Wall street, Kingston, 


‘PERFECT” FURNACES 


DOINO 
ROUTH. 


I 
ry, IHKj. at lit a. h., tho 
m ortgaged prem ise* direi bsl by said judgm ent 
to 
lie sold and describe*! a* follows: All th at tra ct o r 
I (areel of lapd situate iu the town of K..*opus, County 
— 
of Ulster, and State of New-York. tieing the w est 
p art of the Kiting wood lot anil Itounded a* follows: 
- 
Beginning at a heap of stones on tin- east line of 
G eorg-C. Rclyca and running south sixty-eight de* 
grci - 
east tlurteen chains aud eighty six link*. 
thence south tw enty four degree* west eight ebaina 
mid uinety four links to a stake, thence south sixty- 
eight degrees east elghkchaiim and ninety four link* 
bi stone heap, tlienee south tw enty-four degree* 
west thirteen chain* anil thirty eight Imk* to a neayv 
of stones tai the line of lands form erly of Ueorge T. 
Pistes, Uh m b m til Bisti 
i g r a i west t r a d r 
two chain* and eighty links to a In up of stone*, 
thence mirth tw enty-four degrees east tw cnit ..ne 
ohs Ilia and fifty-three links lo Hie place of begin­ 
ning, containing forty two acres of land. 
___ 
D ated January 6. iwti. 


ll 
3 


H a ll S ta n d s , 
D esk s, Sideboards* 
M irrors, P a r lo r T a b les, F a n c y 
C h o ir s a n d R o c k e r s ,P ic tu r e s 
m id P ic tu r e F r a m e s , F o o t 
R ests, E a s e ls a n d S cr ee n s . 


IO Wars in Advance 


An- Made oyj 


RICHARDSON J- BOYNTON CO. 


|23'2 a n d 234 W a te r-S t.,’N ew -Y ork. 


u 


I*. M A. M. 


4 IO 
ll Of, 


t i I* VO 18 


•I 21 *0 18 


t i SU1 t i 25 
I 
I 
t i 44* to 85 


t i 48 19 43 


4 55; 9 53I 
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STATIONS. 


Ar. 
Lv. .. .PbcBUlci* .. 


Chichester*........... 


Flynn's Siding........ 


Lanesville.. 


Edgewood............ 


Stony Clove........... 


Kaaterskill Ju n ctio n .. 


• Lv.| 
5 06! IO IO; iAr 
H unter ... 


’Trains do not stop. 
♦ Train* stop ouly when flagged. 
AU Train* Daily excel* Sunday 
GEO. (JOY KEN Cl 


0 
IO 


A. Ii. P. M. 


8 55 
4 OO 


18 45 ts 


*8 SU •8 


♦8 34 
3 44 


tfl 25 
3 35 


♦8 18 t8 28 


8 IO 
3 20 


8 OU 
3 I 


I, a ... 
Eooak E. O u o h iltR E i Referee 
E. a " OOP, Plaintiff-* A ttorney.. 


OO YKEN DALL, Gen. Supt. 


W hooping cough, croup, sore throat, HUddcn cold* 
and the lung tnmtde* peculiar to cbildn-n, ure coni 
ly controlled by prom ptly adm inistering Ayer'* 
Cherry Pecbiral. Thi* rem edy i* safe to take, cer­ 
tain iii its action, and adapted bi all countituDou*. 


_ 
l i f t YOU SU I- FER wit b I >y*pe|wia and Liver 
Complaint I Shiloh'* Vitalizer I* g uiranteed to cure 
you. 
Tor sale by F. J. K. Clarke, Kuig*ton. 


,„m w ,n, 0 nr ,,I;k*L',u,v 
*111 «>'*« have rheu- 
mauain. 
||.**l * Sursa|»arilla purifies the blood aud 
bine* the whole K}*b-in. 
. 


MAKE HAY W HILE TH E SUN SHINES. 
The druggist* huve Just received a fre*h iii.nice 
of Hup * Hutment, Dial iufallibU- cure of chapped 
hand* and lip*. Kure none and cold crack*. 
Every­ 
one is I HJV ing it, so get your NUpply ere It is ex- 
bauHted. 25 cents. Cure w arranted 
Never fall*. 


IF YOU T H I N K 


O F B U Y IN G A 
P ia n o or O rg a n 


Write- me for C'ntalogue, Prices anti term*. 
ll COHU you nothing to try one. 
lf not Hilt is 
factory I pay freight ltolli ways. 
A ddress 


S. L O C K W O O D , 


S h o k a n , N . Y 


STOCK & KICE 


63 to /0 Cuiod-Avuduu, Rimiout, N. Y. 


Telephone call 5. 


D 
I 
A 
R 
I 
E 
S 
F . G A L L A G H E R , 


K I N G S T O N . N . Y . 


o v erfill, Durable. 


No (Jus, No Dust. 


l l ’ 
I P 
U 
ii 
a i 
■ ■ 
aa a every &) minutes until IO A. M.; then e7ery Ti 
Hoiidcrfully Successful Healers, 
u ,i 


J^IN U S T O N CITY KAIUtOAD. 


D-ave Kingston............................................ .8: OO A. M. 
and every *>• niiuutes until IO o'clock A. M.; thee 
every IU minute* until 8 P. M ; then every half boul 


( vfTY TAXES TREASURER'S 
NOTICE NO- 
V . TICK is hereby given th a t the tax-rell of tho 
City of Kingston ha* been left witti me for col lect Iou 
of tin-taxes therein mentioned: lliat for THIRTY 
DAYS every person, corporation or aaaoclatkm m ay 
pay In*, her or their 'ax to me, a t my OFFICE hi 
SAHLER, REYNOLDS A WEBSTER’S STORE. 
Strand eutrauce, com er Unloo av-uue amt Tile 
Strand, in said City, W ITnoiTT ANY ADDITIONAL 
CHARGES; th at rig Ai DAYS SUCCEEDING TWO 
PERCEN T. KEES WILL HE COLLECTED; th at if 
any tax shall rem ain uncollected a t the expiration 
of th e tim e last mentioned, I shall give to the person 
or persona against whom such tax rem ain*charged, 
a w ritten or printed notice./^quiring said person o r 
persons to pay such unpaid tax to me a t my uflksv 
on or before th e FIRST DAY O F MARCH, NEXT, 
with 5 PKK CENT. FEES THEREON AND ONE 
DOLLAR EXTRA FOR SUCH NOTICE: snd that If 
any tax shall then remain unpaid. I shall then pro- 
r.-.-d iv III.out delay to I,ave the Hum- eolU-eted by 
distress and sale of good* and chattels, us required 
by the city ch arter 
OKOYE WEBSTBR, City Treasurer. 
Treasurer'* ( ifllce. City of Kingston, I tee. 15, I urn. 
For the fu rther aceotiualation of the public, I will 
MI lo! Ute loll.-et i< iii of the als ive ta x .s at tile Kings 
ton Savings Bank on the following Fridays, from 4 
to 7 p. M., Dec. 19,21 and 2*, Isms, anil on Jan. 4 and ll, 
1K«I. 
GROVE WEBSTER, City Treasurer. 


up to IU o'clock P. M. 
Is-ave Holdout 
aud every 2U mJnuh-s until IO A 
.....6 :3 0 A. M 


KS ABLISIIEO 1837. 


Sold 


On Sat unlay uigbt the cai* will nm every IO min 
Ute* high end* of the route, up bi 9 P. M. 


T X PURSUANCE OF AN ORDER MADE BY TH E 
I Hon. W illiam 8. K enyon, County Judge of the 
County of Ulster, a t a term of the Ulster County 
Court, held at th e Chambers of the County Judge, 
iu the City of Kingston, N. Y., on the 27th day of 
October, lHtfrt, notice la.hereby given to all the credi­ 
tors anil person* having claim* against Frederick 
S 
VanWagonen, lately doing busine** at St.m a 
Billie, In the tosm of Marbteb.wn. Tit**- 


AND 


HOOKS OF ALL KINDS. 


Stationery, Ink Stands, 
Picture Frames, 


Kingston aKI a“ m . am i^o A d ^it f t V M ^ A d k ^ U w \ ' ' y ' 
° f SUrbh'‘*,w». u'teher’ f'o u n tT 


Cars will Im* In waiting upon arrival of Steam er. 
thr.,,‘,,*crib‘‘M i*e duly uppointetf 
‘»k° 
City of Kingston and Jm n o lw . Sddw in- 
s ^ d F redericks. VanVt’a g X n f S ? 
TICKETS 
0^ ^ ' . 
l^-'-D m nt 
"m-?f h“ 
can bi- obtained at ForNyih 4 Wilson's un-ton n sr a 
ii L Ve J 
January, Imk.i r. « . T., OU 


etc., Slone 


PILES: PILES! ITCHING PILES. 
Sym ptom s-M oisture; intense itching and sting- 
lug; m ost a t sight; worse by scratching -lf all..wed 
to continue tumor* form, which often bleed aud iii- 
cerate becoming very sore. 
Mw ay ne'* ointm ent 
stopMtbe Itching and bleeding, heal, ulceration, and 
. 
. 
. 
. 
. 
I jn rn<>*t ease* removes the tum ors 
At druggist* or 
tra lio n are to bd sjte u t in w reaking v en g e an ce 
m aU ^or au cent 
Dr. Swayne A Son. lnnudei 
upon D em ocrats whose service docs not show 
P 
aatisfactory results upon the vote, and upon 
those R epublicans yet in office w ho refused 
to sacrifice their principles a fte r having given 


KINGSTON SAVINGS BANK, 


53 W all-Street. 


_ 
. 
Kihoston, N. Y . Dec. 26. 1888. 
The Trustee* of this Bank have declared a 


Lto»w[ili Albums, 


F o r the H o liday s 


IO Per Cent, reduction on 
P ictu re Moldings 


periiitoaaeiit at the follow tug rate* : 
a 
t 
- 
» Through Tickets 
t1 ^ 
T. 
CLiAHWATitii, 
A ttom ey 
for a mu im ha 
I i Way 
- 
I '” " ” " " 
.91 £ 
1 , o r t °ffice address 54 Wall street, l^ S g . 
IO School 


‘ 
H U l j f f i i 
gate (lf Ulster Co 
cording to law, to 
Cella I,. Coen, late 
of Ulster, deeeos 


F O R W O M E N . 
S fcfB & arS S S ifiS i, ShW K 


e/vivr. - 1 uniugn rare* IU celite- to W 
^ \ an u d r r r f a * rs T -T o r v w u a b ™ u p 


down^S centif0 
UP' 5 t't‘UU; *° C,t>’ H*“ - 
«» Ulster Coun.T, m ail*/ is h e ^ b 7 g L e n ^ 
No person will he allowed to ride beyond the Half 
S u i T 
“ r 
hmviaY cU '‘“ » *gaiw» 


i t f u 
s 
* M. H. B ig a RNO. Gen'I Sup’t. 


-FOR T H E - 


A H C Blocks, Building Blocks, 
Etc., Etc. 


Hewable people use sensible reined ie* - Hop P u n t­ 
ers quiet and allay paio Instantly 
Uae one. 


Balance of December 


Toilef and Manicure Sets, 


of new and original 


D sW rrr Rootu. 
Attorncv 
Strand, Kondout. N. Y. 


Witt. M. Kenyon 
on Urn 2*1 day o f 


Semi-Annual Dividend 


recollection of all that wa* done for me, that Dr i 
David K ennedy* favorite Remedy, of Kondout, 
TUPL’r 
N Y., gave me iM-nnanent relief. 
I BULL 
If your d m g gist doe* not keep the medicine ad- I 
dress the proprietor, Kondout, N Y. 


A LUCKY MAN 
fu ll service to the governm ent for every d o h I Mass!. 
w ^ A T k ^ ; 
Jar paid them . 
l f M cM ullen goes, the 185 I dl— 
j“ »t« worst fonp. and I stab-, with a m-rfecl 
K epuhlicans under him will Itave to follow . 
T h a t is the “ reform " about whiclt Mr. F a ir­ 
child talks in hi* letter, and w hich he says it 
w ill he im possible fo r him to carry ou t as 
long a* M cM ullen stays. 
T he R epublicans 
w ill be deprived o f their present em jdoym ent 
fo r eight o r nine weeks. 
B ut it is sm all bus­ 
iness, a o d 'e x b ib iu a petty aud spiteful tcm- 
per. 


AT TH E KATE OE 


Plush Boxea for 
Collars 
a n d 
Cuffs, Work Boxes, Jewelry Boxes, 
Writing 
Desks, 
Drawing 
Sets, 
Plaques, Artists’ Materials, 


■ 
■ 
U 
P 
> 4 « 
O L 
U 
h 
* 
I 


tehV SS'T 
eh Iii 
iMytoa, U r ^ K 
^ 
- W U iin 'l 


THE ASSEM BLY COMMITTEES. 


CARD OF THANKS. 
If tile proprietor of Kemp's Balsam *hould publish 
a card of thanks, containing expression* of g rati­ 
tude which com e to him dally, from those who nave 
been cured of revere throat and lung trouble* by (be­ 
tire of Kemp'* Balsam, It would nil a fair-sized book 
How m uch netter to invite ail to eat] on any druggist 
and get a free sample bottle th a t you may test fur 
yourself Its power. Large bottles Ski and 11. UU. 
Speaker Cole ha* m ade out hi* list of co m ­ 
m ittees in a m anner satisfactory Ut Hie entire 
R epublican press 
T he D em ocrats exhibit 
som e unhappiness because the larger num ber 
o f the com m ittees have ouly three .m em bers 
Of th eir p a rty upon them , bu t this is because , . 
- „ 
1# 
... 
. . , 
J 
_ 
, 
. j 
„ 
. 
I d n m myrelf without help 
Now I am free from all 
th a t p arly elected SO sm all a proportion o f pain and soreness, and am able to do all my own 
W ill. on ly a ls.u t one third 
n f housework. I owe my thanks to Electric Bitter* for 
00,y aUwul one tuird Of I having renewed my youth, and removed complete! 
fall tliuesjua** IAI III I Mil II ’• TV v Ck In .ti lo. tu I 
..ti, - .. .4 ai 


RENEWS HER YOUTH. 
Mrs. Phoebe C hesty, Peterson, Clay County, Iowa 
tell* the following rem arkable sbwy. the truth ol 
which is vouched for by the residents of the biwa- 
“ I am 73 year* old, have been troubled with kidney 
com plaint and toluene** for njany year*; could not 


the m em bers, 
the House they are entitled to only three 
members in a committee of nine. 
They ure 
given four members on the important corn­ 
amute On cities, and four of the ablest Demo­ 
crat* in Ute House are on the Judiciary. The 


all disease and pain.* Try a bottle, 8U cents and $ £ 
at Van Dolmen Brothers'and F. J. R. Clarke's Drug 
Stores. 


SHILOH'S VITALIZER Is wtiat you need for Con 
stipation. Loss of Appetite, Dizziness and all »yinp 
toms of Dyspepsia. Price IO and 75 rent* per bottle 
For sale by r . J. &. Clarke, Kingston. 


G o l d , B r o n z e , O a k , C h e r r y , C h e s t 
n u t , 
I v o r v , 
e t c . 
P l u s h , G o l d 
a n d S i l v e r L i n i n g s , C o r n i c e 
a n d R o o m M o u l d i n g s . 
W e a th e r s tr ip s 


ALBERT SI AUTERSTOCK 


M i i c t i i v r , Contractor and 
Builder. 


F a c t o r y a n d W o r k S h o p 9 a n d l l 
s.NB 
I ... 
__ 
. • I „ . 
, . . 
, 
„ 
. 
S p r i n g - S t r e e t . O f f i c e a n d S a l e s 
L oiiaaz*. J ' ><* Presidcnu. 
J S c llO O l B o o k s , W t i l l I i i D e I*, e t c . , 
R o o m 8 9 , 9 I a n d 9 3 U n i o n - 
i Hi HMX.NS, Treasurer. 
| 
A v e n u e , R o n d o u t , N . Y , 


-A T — 


I, JI' rV??US I. 
WR sometimes feel that life 
an order m ade by the Hon 
losing it* attractions, and that you are gradually 
Uounty Judge, of Ulster County 
wbicb- ir 
tdken^u b a n j 
October. 18H&, notire is t.ereby 
’STatTn. a*y ,'Ir 
™ r i . ’ n ‘a en<* .ln 
early death? Ye* you 
'®rB°f Nelson Stephens lau-fV 
“ ^d*- 
I 
M v e felt all there th u g s, and lion bi less 
Castieton, RensR.U ir 
Business a t 
g 
a 
g 
S g a l J f e .’g w a 


year solely because these weaknea 


t their g r e w e ^ y ’ 
^ 


b'i.gePr kta'uTtb^'stra in ^ There ‘Is 
I BleptTens f o ^ 'T b T u S S T r f M *he ,did 
maid, wife or mother who will not apprecate « 
piece of business In Mid 
^ 
?S^KwtbSn*S,yd PAL^‘^=fS*S^DT 1 lnh d‘y °f Jam,a^.i^tVUfeU,n'OO0r^ «*» 


^ n U Uw e ' a t ^ r edylUCUr,U« tb« " oretW re of 


i day of January, lHtt" 
Dated October i i , 1888 
John W. McKnioht, Assignee 


. Per Annum, on all sum* from $1 to $3,000 that 
have been on decent at least tore.- month* prior to , 
. 
Calendars, Blank Books, 
from January I. 18*i. 
1 
H bnst C. Comnbu.v, President. 
L u is Noons, 
RonsaT r 
Chzklss 


form a special) 
M ADAs^ sv ^ ss& iissa 


beautiful 


U th -S t. V y, 


PROPOSALS. 


______ _ ,M a r uiuv 
County on said date.notlce la hereby 
given to all cre»litors and persona havtnk c l a i y 
I against Jefferson McCausland, lately doing bucare)* 
• 
in the City of Kingston, County of Ulster, N Y.. 
- | that they are required 
to present their elaiin* 
I with the vouchers therefor duly verified to the sute 
scritier. the a-sigu*e of Jefferson McOsusland for 
the benefit of creditors, at the officeof K A U I-, 
('aldine. No. 5 Union avenue. City o f ^ ‘"K ^too."- 
«• 
- 
-oat Oflteei ™ 
— the 2nd day 


L 
A 
D 
I E 
S T 
R 
Y 
freeman* 
powder 


Medieated Free from Polson. H arm less a* Dew. 
Produces soft, beautiful complexion 
Ask for free 
sample*. Freem an's • H iaw stha.’ the exquisite new 
perfum e’ 60 ct»_ per im. Sold and recom mended at 
the following nbarinacies: Spore A Kiting's Clark s 
Oooftei A Hardenburgh a. In Rondout, Deyo's Van 
Deuren 
wholesale agents. 


WADSWORTH’S, 


21 Union-ave., Rondout, N. Y. 


W illia m J. Kent, 
m r a r iru iv 
M ARBLE AND GRANITE. 
lioiiQiiRDts and B e a ta e ? . 


1 2 2 
U n i o n - a v e n u e , - - R o n d o u t 


P r i v a t e L e s s o n s 


—IN— 


German, French, Instrumental and T o d Music 


P r o f . A . S c h a u b l i n , 


Pr *i LStiehl. 
P. O. Box 148, Rondout 


TUE ANNUAL MEETING 


O f the Stockholder* of the 


Stoat Clove & Catskill Mnuntain Railroad Company 


Will be held at the office of the Company, in Ron­ 
dout, N. Y„ on 
Monday, January 14,1889 


Bonds Issued and 
sold in 1W«!, in pursuance of Chap. 75, law * of ltfTB, 
etc. 
J ohn Dkukxnuachkn, 
County Treasurer. 
U lster County Treasurer's office, Kondout, N. Y., 
Jan. 5,1589. 


STAMFORD SEMINARY 


At ll o’clock a. 


A Free Tuition Scholarship will be given to th e 
young lady in Stam ford Seminary who m ares tbs 
Iw*Kt college entrance examination in June, IHNS, 
, 
.. 
- n iM .in N I TWI I>rlx*$ is w<wth $4U0, and give* an opportunity, 
for the JElei Hon of D irecto r 
or never offereil beftire, of obtaining so 
I valuable .lid tow anl a flnisbed education in this 
Pest of ladies' corteges. The coutustants m ust tis 
I 
student* uf Stam ford Sem inaly. For particulars 


aUanS“ 
r u m , m. Smith, Ph. B. 
_________ 
. 
Frindpal- 


# 
L: 
, 
luc » m u g o or RI rf* 
for the ensuing y ear ami fi»r the transacUon of S S I 
n»eetiiigU 
* * * P" '^ rl> co,u<' Before the 


Do You Want to Buy a Lamp J? 


A postal card sent us will bring yow an Utustretod 
Price Lint of the wonderful GLADS TONE LAMP. 
the finest lamp in the world. 85 oawHe power—re 
marvelous light from ordinary oil I B eg a n i design* 
—nickel, gold or brome. Single tamps, boxed and 
rent by express to your house on receipt of whole­ 
sale price. GLADSTONE LAMP CO., to Cant MLb- 
B t. New-York,___________________________________ 


Elegant French China 


DINNER SETS, TEA SETS, and an eleirant are 
sortment of FLOUR POT8. VACES, ETC., at less 
than Importers prices. Call and examine our stock. 
N. K. GRIFFIN & CX)., Importer*. 
4i4 Falr-HL, Kingston, near Port Office. 
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Best Cough Cure. 


For all the diseases of the T hroat and 
Lungs, no remedy is so safe, speedy and cer­ 
tain as Ayer’s C herry Pectoral. 
An indis­ 
pensable family medicine. 
" I And Ayer’s Cherry Pectoral an invalu­ 
able remedy for colds, coughs and other ail­ 
m ents of tile throat and lungs.”— M. S. Ran­ 
dall, 204 Broadway, Albany, N. Y. 
“ I have ased Aver s Cherry Pectoral for 
bronchitis and 


Lung Diseases, 


for which I believe it to lie the greatest medi­ 
cine in the w orld.”—Jam es Miller, Caraway, 
N. C. 
‘My wife had a distressing cough, with 
pains in the side and breast. 
We tried vari­ 
ous medicines, but none did lier any good un 
til I got a bottle of Ayer’s Cherry Pectoral, 
which has cured her. 
A 
neighbor, Mrs. 
Glenn, had the measles, and the cough was 
relieved by the use of Ayer’s Cherry Pectoral. 
I iinve no hesitation in recommending this 
medicine.’’—Roliert Horton, Form an Head­ 
light, M orrilton, Ark. 
“ Ayer’s Cherry Pectoral cured me of a 
severe cold which had settled on my lungs. 
My wife says the Pectoral helps her more 
than any other medicine she ever used.”- 
Euos Clark, Mt. Liberty, Kausas. 


A y e r ’s C herry Pectoral, 


PK EPA H K D BY 


Dr. 
J. C. Ayer A Co., Lowell, Mass. 
Hoi 
byallJDruggists 
Price $1; six bottles, $5 (1 


^ 
OH! MY HEAD!! 
★ 


S u f f e r in g o f ii N e w J e r s e y S e n a to r —D y s p e p ­ 


s ia , S ic k H e a d a c h e - T e r r i b l e T ilin g s . 


W hen th e sto m ach is to rp id it soon becom es clog 
g eil w ith h a lf d ig ested m at tem , th o blood becom es 
v tilte d an d foul; th e o th er o rg an s fail to a c t n o r­ 
m ally an d Induces a tra in of sy m p to m s, such a s dys- 
pcjm ia, si~k h ead ach e, dizziness, drow siness, p a lp i­ 
tatio n of tile h e a rt, p ain in tim back, loss of ap p etite. 
••There a re few th in g s th a t I believe in w ith all m y 
h e a rt and It affo rd s m e 
pleasu re to tell of one of 
th e m ." The sp e ak e r w as ex-S enator A lbert M erritt, 
h e a d of th e large fru it fin n , Hi P ark P lace. N. Y ., 
a n d th e scene his office. 
‘ I w as sick an d feared I 
L ad becom e fate d to en d u re th e 
Tortures of Dyspepsia 


A n d a d au g ero u s affection of th e kidneys. 
A re la ­ 
tiv e said to m e, ‘W hy d o n 't you try Dr. K ennedy's 
F a v o rite R em edy, m ad e a t R oudout, N. Y .' 
I did 
so. 
I grew stead ily b e tter. 
I could ea t, d ig est, 
sle e p , a n d w ork w ith a c le a rer head an d th e yellow 


c o l o r of m y skin h a d given place to th e to n es th a t 
an n o u n c e pure blood a n d every o rg an o f th e body In 
h e a lth y actio n 
Dr. K ennedy's F av o rite R em edy 
e n title d to th e c re d it of saving m y life. 
If a n y one 
h a s a do u b t a b o u t th e tru th of m y sta te m e n ts let 
him w rite to m e. 
I ca n give you th e nam es an d ad 
d resse s of fifty p erso n s w ho affirm , a s I do, th a t 
‘ F av o rite R em edy * h a s been to th em a help an d a 
b lessin g In tim e of n e e d ." A. De R evere. T arry to w n 
N. Y , say s: " F o r a long tim e I w as tro u b led w ith 
se v ere a tta c k s of dizziness and 
Blind Sick H eadache 


D ue to Im p u re blood an d a d iso rd ered sta te of th e 
sy stem . 
I w as ad v ised to try Dr. K en n ed y 's F av o r­ 
ite R em edy, of R o llo u t, N. Y. 
I did so an d have 
U sui co m p letely c u re d 
I f s th e hest th in g I ever 
h e a rd of fo r an y d iso rd er of th a t n a tu re a n d I h av e 
reco m m en d ed it to m an y w ith like s u c c e ss* " D aniel 
F itts , T au n to n . M a ss , 
says: " I recom m end 
Dr. 
K en n e d y 's F av o rite R em edy for d y sy ep sia and sick 
h e a d ac h e . 
I su ffered fo r m any y e a rs w ith th ese 
c o m p la in ts an d w as cu rial by 
Dr. Kennedy’s Favorite Remedy.” 


I*rlce 9LOY 
P re p are d a t H andout, N. Y. 
R K I E R ’S 


R etiablojund Justly C cleb rated 


Family Medicines, 


Toilet Requisites,] 
Perfumes, etc. 


A ll of w hich a re 
W a lly 
g u a ra n te ed 
to 
g iv 
e n tire sa tisfa c tio n o r th ey co st 
y o u n o thing. 


H I K E R ’S 


EX PEC TO R A N T 


ck now ledged by all w ho have used It to be th e 
it w onderful c u re In th e w orld fo r G oughs aud 


W a rra n te d to c u re any o rd in ary co u g h o r cold 
•our m oney is re tu rn e d . 
A p leasan t, sw ift and 
i- c u re for C ough* a n d Colds. 
tak e n a* wain a s y o u feel th a t irrita tio n o r drv- 
, of th e th ro a t, o ccasi#ned by a cold, fo u r to six 
es will cure. 
. 
. 
. 
, 
w o n 't cu re a h o rrib le sore th ro a t in one n ig h t. 
In f a r t w ill it c u re a n y th in g In th a t sjszce of 
e. 
It tak e s a t least a d ay o r so to cu re a eold. 


1TUETSTIIERE ALL THE SAME. 


I 
• 
. 
’ 
It sto p s y o u r co u g h alm o st a t once, b u t should 
y o u sto p tak in g It o fte r tw o or th re e doae* p i tia b ly 
y o u r cou g h w ould retu rn . 
O ne th in g you can a l­ 
w ay s be su re of; Is>ng before you have em ptied the 
b o ttle you will be “ a l l o . K ." 
• 
As a tria l of th is tru ly w onderful m edicine cords 
'n o th in g ,an d as M c a se s o u t of every IOU will be cured 
.it is well w o rth y o u r w hile to a t least m ak e th e trial. 
Price, per Is a tle c o n ta in in g h a lf a p in t (enough to 
c u re eig h t people if tak e n in tim e), 


6 0 C E N T S . 


In sist on having 


H I K E R ’S 


E X P E C T O R A N T 


A nd you a re p o sitiv ely su re of cu re. 
Do n o t a1 
o w a n ? one to p e rsu a d e you otherw ise. 
Hold by all d e a le rs th ro u g l out th e U nited S tates 
o r will be sen t free o f c h a rg e to a n y p a rt of th e 
U n ite d S tates on re c e ip t o f price by 


WM. B. RIKER & SON, 


tats an d M a n u factu rin g C hem ists, E stablished 
I AVI Sixth A venue, N ew -Y ork. 
L aboratories: 
ish in g to n -S treet a n d 55, 57 an d 5V C larkson- 
N Y # 
n p tiv e c a ta lo g u e an d p rice list m ailed free 


h a t o u r tra d e m ark is on all goods p u rp o rt 
ie H iker's. 
T u t t ’s P i l l s 
C E R E 
Malaria, Dumb Chills, Fever 
and Ague, Wind Colic, Bil­ 
ious Attacks. 


They produce regular, natural evacuations, 
never gripe or interfere with daily business. 
As a family medicine, tliey should be in 
every household. 
® 
SOLD EV ERY W H ERE. 
CONSUMPTION! 


ave a p o sitiv e rem ed y for th e al>ove d isease: by 
se thousand* o f cases of th e w o rst kind an d of 
stan d in g h av e been cured. 
Indeed, so stro n g is 
a ith In Its efficacy th a t I will send tw o bottles 
to g eth e r w ith a valu ab le tre a tise on th is disease 
ly sufferer. 
G ive E xpress a n d P o st Office od 


i. S L O C U M , M . C ., I S I f s w M t . 1 N . 


N E W S FR O M T H E O U T S K IR T S . 


PULSATIO N S IN T H E A R T E R IE S OF U L­ 


S T E R ’S M ETRO PO LIS. 


T h e 
R e c o r d 
In 
U ls te r 
a n d 
A d jo in in g 


C o u n tie s —L e t t e r s A b o u t F a r m m id 


F i r e s i d e —P e r s o n a l M e n tio n — 


C o u n tr y s i d e C h a t. 


T he c h a t of th e c o u n try sid e.—Hairnet. 


Correspondents ct this journal in near-by 
localities sent interesting budgets of news 
to-day. 
Their letters are annexed. 
T h e 


F r e e m a n desires to make this departm ent a s 
complete and comprehensive as possible, and 
to this end invites its renders in places not 
represented by regular correspondents 
ta 
prom ptly communicate by letter or postal 
card events and happenings. 


T H E HUDSON RIVER AND INLAND. 


D ig g in g H o rn * K a d is h in J a n u a r y —A H u d s o n 
M a n D is a p p e a r s - M a il C a r r i e r F lu e d . 
Hudson has a Ladies’ Union Benevolent 
Society. 
There are many cases of pneum onia in 
Newburgh. 
Men who have ice houses that are filled be 
gin to estimate their possible profits. 
W illiam Horton, a Hudson undertaker, is 
missing. 
He disappeared on Tuesday. 
The Eastern New York Beekeepers’ Con 
vention will be held in Albany on January 
10. 
A Coxsackie citizen is digging hone radish 
this month, for the first time on a similar 
date. 
II. T. W right, of the W alden Knife fac­ 
tory, has received letters patent for a new 
style of life-boat. 
Houses in which there arc scarlet fever 
c a se s at Middletown are designated by dis­ 
playing red flags. 
There is a difference o f #2. SO between the 
lines in Recorder’s Court at Newburgh and 
iu this City for “ drunks.” 
The name of Hon. B. P latt Carpenter, 
formerly of Poughkeepsie, is urged for Chief 
Justice of Montana Territory. 
Jessie I)., a daughter of General Alfred 
Nenlle, of Goshen, w ill be m arried on Jan 
nary 17 to Russell J. Straight, of Bradford, 
Pa. 
A mail carrier between N ew burgh and 
Coldetiliam was arrested, one day recently, 
for drunkenness aud disorderly conduct. He 
was tined $7.50. 
His name is Daniel Radi- 
ker. 
A Port Jervis man got clear of a charge’of 
robbing a clothes line at M iddletown, one 
day this week, by saying he was pulling the 
clothes from the line with the intention of 
m aking himself a bed on the ground. 


A 
BUD GET 
F ROM 
SA U G ER T IES. 


S o n g 
S e r v ic e — I m p r o v e m e n t s t o 
a 
H a l l — 
H o r s e R a i lr o a d P r o je c t . 
The building of a horse railroad lo con 
nect with the West Shore station is tulkcd 
of. 
The Song Service held in the Congrega­ 
tional Church, on Sunday, was conducted bv 
Hillier Myer. 
The Rev. J. Sharp made an 
address. 
The meeting of Hie Boys’ Branch, 
belli at the same time, wits attended by 25 
youths. 
General improvemeuls have been made to 
the interior of Maxwell Hall. 
The old-time 
scats have liven replaced by autom atic fob! 
lug chairs, with cushioned backs, mid siilli 
d en t space has been left around them for the 
comfort of the people who will use the 
chairs. 
All the evangelical churches are observing 
the Week of Prayer and meeting* are lichi 
by the Young Men’s Christian A asocial ion 
after the meeting* in the churches each even 
big. 
The nu ( tines ut the M. K. Church are 
largely attended and Bauch religious interest 
is manifested. 


STAM FORD 
MEN 
AND 
M ATTERS. 


A P r e s e n t 
to 
a Sem inary T a lk 
A h u n t u 
N ew Ila 11 r o a d a l a t i o n 
I n il list r ia l. 
Tile new factory is being rapidly erected. 
Tile Stamford f’ostmaster ha* lo bundle 14 
mails each day. 
Stamford has a public library of nearly 
3,000 volumes. 
A new railroad station house may soon be 
erected iii this village. 
The member* of the Stamford Cornet Band 
are attaining pmtieiency in music. 
Seventy leachers were examined by Com 
missioner Hurkues* ut the Sem inary, on Sat 
unlay. 
Malcolm MeNaught bas neatly recovered 
from the injuries received during lilt* |»olili- 
cal campaign by a cannon exploding. 
Dr. Ketisie, of New-York City, has pre­ 
sented Stamford Seminary with 75 silk worm 
cocoons of a very choice kind, which will lie 
placed in the (Entomological Museum of lite 
Seminary. 


SO M E CHAT 
FROM K R IP P L E B U S H . 


C h u r c h O fficer* F l e e t e d 
W e e k o f P r a y e r - 
t to ta l T e m p la r * t o .M eet. 
A meeting of Excelsior Lodge of Good 
Tem plars will Is* held oil Saturday evening. 
The Week of Prayer is being observed in lite 
Methodist Church. 
Meetings are held every 
evening this week. 
Abner Osterhoudt and Melissa B. Davis 
were united iii marriage by the Rev. John B. 
Church, of Accord, on December 31. 
At tile annual meeting of thcM . E. Church 
held Monday evening. January 7, the follow 
in? officers were elected: 
P e ter K. S treet 
P resid en t of B oard of T rustee* 
Biali S m ith .. 
................................... 
S ecretary 
T h o m as O O s te rh o u d t 
............................... T re asu re r 
p e te r U. S tre e t............................T ru stee fo r th ro e y ears 


M ilto n M e n a n d M a tto rs . 
The memliers of C. Mcecil W oolsey’s fam ­ 
ily are rapidly recovering from a severe ill 
ness. 
Tile surveying of a railroad o b the hill 
west of this village, causes property holder* 
to be pleased. 
The m e m b e rs of Ketchum Post here a t­ 
tended the installation service conducted by 
Lefever PoHt, iii Highland. Friday evening. 
The concert given ip lite M. E. Church on 
Tuesday evening wa* a creditable exhibition 
of local tak-ut. 
Earle Stone had the manage­ 
ment. 
P. V L. Purdy, Commander of Ketchum 
Post, No. 495. of this town, acted as install­ 
ing officer ut the installation of the officers of 
Lefever Post, U- A. H , of H ighland, on Fri 
day. 


M in o r M a r lb o r o u g h N o te s . 
Miss L. W ygant has been visiting friends 
in New-York City. 
H. II. Holden and wife are spending the 
winter in Brooklyn. 
Sands Haviland, wife and family have bean 
visiting friends iu Herkimer. 
A steam shovel will bt? brought to the H ar­ 
ris gravel bank during the present month. 
E. V. Covert has been hunting in the vi­ 
cinity of Kwarthoutville, Dutchess County. 
Mrs. Brooks, a sister of Cecelia Carpenter, 
died at her home, in H ighland, on W ednes­ 
day. 


H ig h l a n d P e r s o n a ls . 
Mrs. J. L. P ratt has beeu suffering with 
nervous prostration. 
The Rev. George Bremmer has commenced 
a series of lectures in the Episcopal Church. 
A. T. Canfield carried the first mail hag 
across file Poughkeepsie bridge on Saturday. 
William Gallaway, of Wisconsin, bas been 
visiting at the residence of his brother, ira 
Gallaway. 
Dr. Gause 
has 
received 
letters 
from 
Dr. Frank Ward, who is now located in 
Malaga. Spain. 
The impression conveyed is 
that Ward is succeeding better than he bad 
expected. 


U p In C a t s k il l. 
Revival meetings are being held in the M. 
E. Church. 
James Breasted, late of Catskill, died in 
Brooklyn, recently, aged 88. 
His remains 
were brought here for interment. 
George Norton and Daniel Traver, ar­ 
rested for stealing iron from the West Shore 
depot, were sentenced to six months in Hie 
Albany Penitentiary, on Huturday. 
Norton 
had been home but a short time from Blick 
well’s Island. 


U L S T E R CO UN TY SU PER V ISO R -’ B IL LS, 


A u d i t e d a t t h o S e s s io n s o f t h e B o a r d , H e ld 
D e c e n tly In K in g s to n . 
Supervisors’ bills audited at the recent se* 
sions of the Board, held in Kingston, are as 
follows: 
KINGSTO N. 


E d w a r d K e a r n e y , Supervisor. 
1887. 
Dec. 


1888. 
J a n . 


T o t d a y s' atte n d in g adjo u rn ed 
sessio n .............................. 
$ 
To IS m iles tr a v e l.......................... 


To 4 day*' second adjo u rn ed 
sessio n ................................................. 
To I i m iles tra v e l.......................... 
To list of 
tow n 
officers to 
C le rk ............................ ........................ 
To m ak in g G ran d J u ry li-t ... 
Nov. 5 to Dec. To 24 d ay s auiiuul session 
To copying ta x ro ll...................... 


M arch. 


12 OO 
VO 


12 OO 
90 


8 OO 
3 LO 
72 OU 
IO OO 


$ 
To 12 mile* tra v e l.......................... 
113 VV 
OC 


$ 
D. S. M a n c h k s t k r , Sujiervisor. 
114 88 


1888. 
Nov., Dec. To 21 d a y s' a n u u a l session 
8 
To 6 m ile* tra v e l............................ 
To U rand J u ry l i s t ...................... 


72 OO 
48 
3 OO 


# 
T h b o d o r k S po r x, Supervisor. 
75 48 


1888. 
Nov. 5 to Dec. To 21 d a y s' a tte n d in g a n ­ 
n ual session ..............................# 
T o m ak in g G ran d Jury' U*t — 
72 OO 
8 OO 


1888. 
Mo rr is Bloc* , S upervisor. 


Nov. a n d D«-c. To 24 d a y s’ a tten d an ce at 
reg u la r session .......................... 
To 0 m iles tra v e l............................ 
N ov. 
To m ak in g G ran d J u ry list — 


1H8H. 
G ko. M B r i n k , Supei visor. 


Nov. 6 
24 d ay s a t an n u al sessio n 
$ 
M aking G rand J u ry lis t.............. 


18*7. 
Dec. 


1888. 
J a n . 


Nov. 


Nov. 


g72 OO 
48 
3 OO 


$75 48 


72 (») 
J OO 


89 OO 
48 


To 3 d a y s' a d jo u rn e d session . 
9 <>0 
To ti allies tru v e l............................ 
48 
and Dec. To 21 flays' reg u la r session 
72 on 
To ti m iles tra v e l............................. 
48 
To M aking G ran d J u ry lis t— 
3 00 


I*. C. F i t e o c r a l d , Supervisor. 


To 3 d a y s- ad jo u rn e d session.. 
'lo ti m iles tra v e l............................ 


894 44 
CuH isrotniER C. FLANNIGAN, Supervisor. 
Nov. an d Dee. To 24 d a y s 'a tte n d in g an 
ntial sessio n ....................................... 
$-2 (kl 
To ti m iles tru v e l............................. 
48 
T o G rand J u ry lis t........................ 
3 01 


*73 48 


DENN IN G. 
L. F. B en n ett, S upervisor. 
1887. 
Dec. 
To 4 d a y s’ a tte n d a n ce a t a d ­ 
jo u rn ed se ssio n .......................... 
#12 OO 
T o 150 m iles tra v e l 
12 OO 
1888. 
J a n . 
To 4 d a y s’ second adjo u rn ed 
session 
................................. 
12 00 
To 150m iles tra v e l........................ 
I* I.J 
M arch. 
To list tow u officers to Clerk 
3 OI 
T o m ak in g G rand J u ry list 
3 (X) 
N ot. an d flee. To 24 d a y s' an n u a l session 
72 OO 
To 150 m ile* tra v e l........................ 
12 OO 
T o copying ta x ro ll...................... 
Pi 33 


$154 l l 
To cop y in g ta x roll fo r Com p­ 
tro lle r 
................................. 
10 33 
To copying ta x roll fo r f orest 
C om m ission. .............................. 
10 8.3 


$180 99 
E SO PU S. 
D. VV. B enton, Supervisor. 


M arch. 
To m ak in g list o f tow n officers 
fo r C l e r k ........................... 
3 
Nov. a n d Dec. To 21 day*' a n n u a l session 
72 < » 
T o ll m iles tra v e l 
................ 
I 12 
To m ak in g G ran d J u ry list, 
.. 
3 < J 
To copying ta x r o ll...................... 
IH LI 


7« 
SH AW A N G U N K . 
WALaTKiN CHILDS, Supervisor. 
1887. 
Dec. 14, 15, IO, 17. To fo u r d a y s' ad jo u rn 
cd m -ssion.................................... $ 
12 OO 
T o 50 m ilea tra v e l.................. 
4 
43 
1*88. 
J a n . 17, 18, 19. To 3 d a y s' e x tra ad jo u rn 
ed se ssio n ............................... 
9 
OO 
To Ml mile* tra v e l.......................... 
148 
M arch 13. To m ak in g fo r C lerk list of 
Tow n officer*........................ 
3 
OI 
O rt. i i. 
To m ak in g G rand Ju ry li*t 
8 00 
To Copying tax roll, 
8T5 lin es.. 
ll 75 
Nov. & lice 
To 24 day*' a tte n d in g a n ­ 
nual session 
............................... 
74 (X) 
T o Mi m iles tra v e l................... 
4 
48 


$ 
124 IV 
WI IODSTOCK. 
W a. F. Co o pe r, Supervisor. 


ad- 
1887. 
Dec. 


1888. 
J a n , 


M arch. 
Nov. 
Doc. 


1888. 
M arch. 


Ju ly 24. 


Dec. IM 


F o u r 
d a y s' 
a tte n d in g 
Jau n ted session ........................ 
32 m iles tra v e l 
............ 


4 d ay s’ second ad jo u rn ed scss'u 
32 iiilies tra v e l................................ 
List Tow n officers to C lerk . .. . 
M aking G rand J u iy list 
21 day*' an n u al sessio n .............. 
32 m iles tra v e l................................. 
C opying ta x roll 
........................ 


W AW A RSING . 


W a l t e s S. Co x, Supervisor. 


To m ak in g a n d Ating rep o rt 
tow n officer* 
................ 
To m ak in g G ran d J u rv list — 
To receiving an d p o sting elec­ 
tion n otices .............. .................. 
To copying ta x r o l l ..................... 
T o I to mil--* t ra v e l................ 
T o 24 d ay s atte n d in g a t a n ­ 
nual session ................................. 


lf ARMLET* IWN. 


H e r m a n C r a f t , Supervisor. 


Dec! 14, IS. 10 an d 17. To 4 d a y s' a t a d ­ 
jo u rn ed sessio n .......................... 
To 40 m iles tra v e l.......................... 
1,888. 
J a n 17, IN, IV. To I d a y s' a t special ses­ 
sion ...................................................... 
T o HG mile* trav el 
M arch A T o tiling list of tow n o ffic ers... 
Dec. 
To 24 d a y s’ a tte n d in g session of 
B oard 
......................... .............. 
To #1 m iles tra v e l.......................... 
To copying ta x roll of tow n — 
J,AW lines. ............................. 
T o m ak in g G rand J u ry list 


IWC. 


R O C H ESTER . 


J o h n II. D a v i s , S u p e r v i s o r . 


Dec 7, 8 anil V. To 0 d a y s' a d jo u rn ed se*. 
slim ............................................ ..... 
• To 35 m ile* tra v e l.......................... 
18S8 
J a n . 17, 18an d 19. T o 3 d a y s ' special nett 
stun 
.................. ............................. 
T o 35 m iles trav el ........................ 
M arch 9. To I duy m ak in g list of tow n 
o ffic e rs ........................................... 
Sept. I. 
To copying ta x roll — 
................ 
Nov. I i, l l, 15 an d 10. To 4 day s ' canvass­ 
in g an d reg u la r se ssio n ... . 
Nov. ‘JO, 41, 42, 41 a n d 24. To 5 day*' regu 
tar session ................................... 
Nov. 20, 27 a n d 48. To 3 day s' reg u lar ses­ 
sion ................................................ 
Dec. 3 to A l o c d a v s' reg u la r session 
To 36 m iles tra v e ), going and 
c o in in g .............................................. 


1887. 


LLO YD . 


IOVINO D *vo, B ujiervlsor. 


Dec. IS, 14, 15, IO. 
To 4 d ay*' ad jo u rn ed 


To 4<> m ile* tra v e l.......................... 
1888. 
J a n . 17 


145 92 


$3 OO 
3 t J 


3 OO 
48 40 
ll 40 


$12 OO 
1 OO 


12 OO 
I OO 
3 IO 


74 OO 
I UU 


10 Oil 
S IX) 


$122 80 


IO OO 
2 80 


9 OO 
4 80 


8 OO 
16 TS 


I i CO 


15 OO 


9 OO 
18 OO 


2 80 


$100 13 


$14 OO 
8 90 


H uh 12 
Nov. 
Dec. 7. 


1887. 


18, 19. To 3 d a y s' special s-ssion 
9 OO 
To 40 m ile* tra v e l.......................... 
8 JO 
To list tow n officers to Clerk .. 
8 IO 
T a m ak in g U ran d J u ry list . .. 
3 OO 
To 44 d a y s’ session of B o a rd ... 
7$ *w 
To *1 m iles tra v e l 
8 40 
To cop y in g ta x roll au d e n te r­ 
ing d escrip tio n of resident u n ­ 
p aid an d non-resident ta x . . . 
18 OO 


$121 OO 
G A RD IN ER, 
A. L. F. D eyo, Supervisor, 


Dec! IS, 14,15, IO. 
To a d jo u n re d session 
4 d a y s ................................................. 
$14 OO 
T o 50 m iles tra v e l a t 8 c 
4 OO 
18HK 
J a n . 17,18,19. 
To session on 
C ounty 
H ouse ................................................. 
To 60 m iles tra v e l.......................... 
To copying ta x ro ll...................... 
To m ak in g G rand Ju ry list ... 
To 4i d ay s at a n u u a l session... 
To 50 m iles tra v e l.......................... 


$118 OO 
U L ST E R . 
L o re n zo D vnniuan, Supervisor. 
1888. 
Nov. to 
Dec. 24. T o 21 d a y s' a n n u a l session — 
$72 (X) 
To 4 m iles tra v e l ........................... 
82 
To list tow n officers to Clerk .. 
S U ) 
To m ak in g G ran d J u ry 
lis t— 
8 OO 
To copying ta x rolls ............ 
10 OO 


$94 12 
N E W PA LTZ. 
J o s ia h J . H a sb ro u c k , Supervisor. 
Dec. 18, 14, 15, 17. To ad jo u rn e d session,, 
$J2 00 
To 34 railes tru v e l.............. 
2 
79 
J a n . 17, 18, 19. To 3 d a y s' session on new 
Poor H o u se...................................... 
9 OO 
T o 84 mile* tra v e l................. 
4 78 
T o I d ay co p y in g non-restdeut 
land fo r C ollector, to be re­ 
tu rn e d to C ounty T reasu rer .. 
8 OO 
M arch. 
To m ak in g a n d filing r p ort 
tow n o f fic e r s .............................. 
8 OO 
N ov. 
T o copying ta x roll an d en ter­ 
ing d escrip tio n of retu rn ed 
tax e s of resid en t a n d non rcs- 
d en t ta x lan d s ............... . . . 
19 45 
To m ak in g G ran d Ju ry list ... 
HIO 
To SI day* a t am flial aessiou ., 
TSOU 


To 84 m iles tra v e l 


C L IV E . 


J a m s * M c M i l l i n , S upervisor. 


2 72 


8120 OI 


1867. 
D ec. 13 to 17, inclusive, to 4 d a v s ’ a d ­ 
jo u rn e d sessio n ............................. $ 
12 LO 
To 30 m iles tra v e l.......................... 
2 40 
1888. 
Ja n . 
To 4 d a y s’ second a d jo u rn ed 
session............................................. 
12 OO 
To 30 m iles tra v e l . . 
2 40 
M arch 9. M aking list of tow n o ffic ers.... 
SU ) 
S ept. 
C opying tax roll a n d en terin g 
d escrip tio n 
o f 
non-resident 
lan d s and p ro p erty on w hich 
tax e s of 1.387 w ere u n p aid 811 
lin e s...................................................... 
ll ll 
Nov. 
M akiug G rand J u ry list . 
3 (ii 
T o 24 days u t re g u la r sessio n .. 
72 (kl 
To 30 m iles tra v e l........................... 
2 40 


H A RD ENB URG 
It. H . MOLYNEAUX, S upervisor. 
IHNS. 
Nov. a n d Dec. To m ak in g re iio it or re ­ 
tu rn of tow n officials................... S 
To G rand J u ry lis t...................... 
T o 24 d ay s' a n n u a l session 
T o HO m iles’ tra v e l 
................ 
To copying assessm en t roll, 
non resid en t tu x , e tc .............. 


$ 
120 31 


1887. 
Dec. 


1881. 
Ja n . 


SH A N D A K EN . 


J o s k i - b I i. K i s k l e y , Sujiervisor. 


To 4 d ay s’ a d jo u rn e d session, 
£;J 
J, 
To OU m iles' tra v e l, S e.................. 


To 4 d a y s’ a d jo u rn e d session 
J 
T o UU m ile*' tra v e l ....................... 
M arch. 
To m aking re tu rn to C lerk of 
Tow n officers........................ 
Nov. au d Dec. To 24 d a y s' regu lur session 
T o 60 m iles trav el ........................ 
To m akiug G rund J u ry list. 
To um kiug poor rep o rt an d fil­ 
ing sa m e ......................................... 
Dec. 
T o expenses, e tc., a t C o m p tro l­ 
ler's office..................................... 
T o co p r log a ssessm en t roll and 
inserting re tu rn e d resident 
an d 
non-resident lan d s in 
original an d copy .................... 


3 on 
3 on 
72 OO 
8 NJ 


l l OO 


12 0 I 
4 80 


12 OO 
4 SO 


3 OO 
72 OO 
4 80 
3 0J 


4 OO 


CO 


HURLEY. 


R f i t s S m z d ls , S upervisor. 
1887. 
Doc. 
T o I d ay s’ a tte n d a n c e a t ad 
jo u rn cd se ssio n .......................... $ 
12 OO 
To 12 m iles tra v e l........................... 
OO 
1888. 
Jim . 
T o 4 day*' second ad jo u rn e d 
s.-ssion ........................................... 
12 OO 
To 12 m iles tra v e l 
. 
........ 
OO 
M arch. 
T o list tow n officers to C lerk . 
3 i,l 
To m aking G ran d J u ry list ... 
3 tit 
Nov. 3. 
To 21 d ay s' am m u! sussiou 
72 tm 
to Dec. 
To 12 m iles tra v e l ....................... 
VO 
To copying ta x ro ll...................... 
IT DV 


$ 
121 VT 


1887. 


PL A T T E K IL L . 
ll. W. S utton, Suj>ervlsor. 


Dec. l l, 15, IO and 17. T o 4 d a y s' a d ­ 
jo u rn ed se ssio n ............................$ 
To 50 m iles tra v e l......................... 
’ 11*8. 
J a n . 17, 18, Id. JO. To 4 d ay * ’ e Ijo u m ed 
• o n io n ............................................. 
T o 50 m iles tra v e l ..................... 
M ar. 13. 
To m aking C lerk list fo r tow n 
offices ............................................. 
O ct. 10 
T o m ak in g G rand J u ry list . .. 
T o cop) ing ta x roll 
.................. 
T o m ak in g poor r e p o r t .............. 
N or. au d Dec. To 21 d a y s ’a tte n d in g ses­ 
sion .......................*........................ 
T o 50 m iles tra v e l 
..................... 


12 on 
4 OU 


12 no 
4 OO 


.3 OO 
3 OO 
12 OO 
3 Ut 


72 OO 
4 OO 


$ 
1.9 OU 


1881. 
Dec. 
Dee. ll. 
Dee 15. 
lice. 10. 


1888. 
Ja n . 3. 


J a n 17. 
J a n IN 
Ja n . IV. 


N o r. 9. 


SA U G E R TIES. 
U k ia h V a n E tte n , 8u|> enD or. 


T o services a s S u p erv iso r 
To I d ay a d jo u rn e d sealion 
$ 
T o I d ay ad jo u rn ed session 
T o I d ay ad jo u rn e d sess.on 
I o J I mile* tra v e l ......................... 


To 2 d ay s’ m eeting Com . on J a il 
To expenses fo r abo v e 
............ 
T o I iiay a d jo u rn ed session 
T o I day ad jo u rn e d session 
To I d ay ad jo u rn e d s< ssiou 
. 
T o 24 m iles tra v e l 
.............. 
T o rep o rt of to w n offices 
T o m ak in g G ran d J u ly list 
l o copying ta x lo ll 
. . . . 


1686. 
Nov. 13 to Dee. 8. To Cl d a y s ' reg u ln r 
session 
................ .......... 
l o JI m ites I m v i l........................... 
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SPEC IA L B U SIN ESS NOTICES- 


‘‘I h av e th ee on the h ip .” c rie d rh eu m atism se iz ­ 
ing his v ictim am i tossing him on a suffering t*-d. 
“ Not so ," h e cried, “ not so I 
W ait, m y a n c ie n t fin-, 
ju st five m inute*, until th e hoy b rings a Isittle of 
S alvation (MI, th en w e'll a er w ho win* th e d a y ." 


W ORTH KN OW ING . 
Mr. W. ll M organ, m erch an t. I .ake C ity, F la., w as 
tak e n w ith a severe eo ld .u tten d ed w ith a d istressing 
c o u g h an d ru n n in g into col.su m p tio n in its first 
stag es. 
Ile tru st m any so-called I*'pillar cough 
rem edies an d steadily grew won*-. 
W as red u ced iii 
flesh, had difficulty iii h rea th in g a n d w as un ab le to 
sleep. 
F inally tried Dr. K ing’* New D iscovery for 
C o nsum ption and found im m ed iate relief, and u tte r 
usin g n lsiu t a h alf dozen b o ttles found him self well 
a n d Tins hail no retu rn of tin- disease. 
No o th er 
rem ed y c a n show no g ran d a reco rd of cu res as Dr. 
K ing'* N ew Discovery for I 'o iin im n tlo n . G u a ran teed 
lo Ju st w h at is churned fo r it. 
T rial bottle free a t 
V an Dc UMM B ros’, aud F. J. R. C larke'* d ru g store*; 
♦ 


FO R L A D IES O N LY . 
In d ie s - w bv is it. th at w hen y our h usband o r y o u r 
ch ild ren a re ill. you consult tin- ts-st physician a t 
once, c a re fo r them day a n d n ig h t, w ear y o u rself 
out w ith sleepless w atching, an d n ev er b eg ru d g e 
th e h eav iest d o cto r's hill, lf 
only th e d e a r ones 
a re fea tu re d to health; w hile day a fte r d ay , week 
u fle r w eek, you endure th a t dull paiu iii yo u r liack 
—th a t terrib le "d rag g in g -d o w n " sen satio n an d do 
a Is* >hitely n o thing to effect a c u re » In a few y ears 
you will lie a helpless Invalid, a n d sis hi your b roken­ 
h e a rte d Iiu sImukI and mother!.-** ch ild ren will fob 
low y o u to th e grave 
P it h ajis delicacy prev en t* 
you c o n su ltin g a p h y sician - h u t even th is is not 
n ecessary . 
P isir sufferer, tell y o u r husliuiul how 
in is* rab ly you feel perhuiM you n ever d id —an d 
ask hun to sto p to n ig h t and g et you a bottle of Dr. 
P ierce'* F av o rite P rescrip tio n 
It has cu red th o u ­ 
san d s of w om en suffering fro m w eaknesses an d 
co m p lain t* peculiar lo y o u r sex. 


A g rea t m any peojile liave used no o th e r k in d fo r 
years. 
H op P lasters give satisfactio n . 


O ne o f m y children, a b o u t nine y e a rs old. hail a 
very b ad d isch arg e from h er ln-ud an d nose of a 
th ick , y ellow ish m u tter. 
W e h ad tw#o p h y sician s 
p resc rib e fo r her, but w ith o u t Is-netlt. 
We tried 
EIV'* C ream Balm , an d m u ch to o u r su rp rise in 
th re e d a y s th ere w as a m ark ed im provem ent. 
I n a 
sh o rt tim e th e discharge w as ap p a re n tly c u re d .—O. 
A. C ary . C o m in g , N. Y, 


Dr. S a g e 's C atarrh R em edy c u re s w hen every 
o th e r so called rem edy fails. 


LA DIES W H O BLOAT. 
W hat a g rea t num ber th ere an*; how u n co m fo rt 
able it m ak es th em : it is alm o st im possible for tho**’ 
afflicted to enjoy life. In m y p riv ate p ractice I have 
alw ay s fo u n d S ulphur B itters to be th e best rem edy. 
A ll w ho a re th u s troubled should use it. 
Mu*. D r - C h i l d * , B oston. 


T h ere Is a m an of o u r tow n aud he w as w on­ 
d ro u s w ise. 
H e Juinjied in to a b ram b le bush aud 
•c ro tch e d o u t both eye*. 
A ud w hen he saw his 
eyes w ere o ut, 
w ith all his m ig h t and m ain. 
H e b o u g h t a bottle of S alv atio n Oil, an d ru bbed 
th em in ag ain . 


W H Y W IL L YOU ooujrn w ncn Shiloh'* C ure will 
g ive Im m ed iate relief. 
P rice IO ate., SOcto. an d $1. 
Bold by F red erick J. R. C lark. 


Y ou h a rd ly realize th a t it Is m edicine, w hen ta x ­ 
ing C a rte r'* L ittle Liver P ills; th ey a fe very sm all; 
no btu! e ffe c t: all troubles fro m to rp id liver a re re - 
beveil, by th e ir use. 


T H E R E V . GEO. H. T H A Y E R , of B ourbon, Ind. 
■ay*: “ B oth m yself and w ife ow e o u r live* to SH I 
L O B ’S CONSUM PTION C U R E " Sold by F red erick 
J . & C lark. 


BU CK LA N D AR N ICA SA LVE. 
T h e b eet salve In th e w orld for Cut*, Bruise*, 
Sores, U lcer*, S alt R heum , F ev er Sore*, T e tte r, 
C happed H ands, C hilblains, C orns, an d all Skin 
E ru p tio n s, s o d positively cure* Piles, o r no p ay re ­ 
q uired. 
It is g u aran teed to give p erfect satisfactio n 
o r m oney refunded. 
P rice 26 c e n ts p er box. 
For 
axle b y F. J . R. C larke! id E . W . K napp. 


RINGING N O ISES 
in th e e a rs , som ctlm *s a ro arin g buzzing sound a re 
c au sed by c a ta rrh , th a t exceed in g ly d lsa g reeab 'e 
a n d very com m on disease. 
Ll sat of sm ell o r h earin g 
also re su lt from ca ta rrh . 
H ood'* S a rsap arilla, th e 
g rea t bits s l purifier, I* a p e c u liarly successful rem 
edv fo r th is disease, w hich It CUM* by p u rify in g th e 
blood 
lf y o u ’suffer from c a ta rrh try H ood s S a rsa ­ 
p arilla, th e peculiar m edicine. 


M ARRY Y O U R SONS W H EN YOU W IL E YO U R 
D A UG H TERS W H EN YOU CAN, 
B ut In e ith e r case counsel th em to use no th in g b u t 
H op O in tm en t fo r Chappell h an d s an d lips, sore 
nose, cold crack s and rough, pim ply skiu. 
N ever 
fails 
All d ruggists. 45 anil SO cen ts, or m ail sta m p s 
to H o p C o., New-London, Conn. 


SPEC IA L BU SIN ESS N O T IC E S . 


W hen th e blood is Inquire, thick, a n d sluggish, i r 
th in an d Im poverished, th ere can I* no h e alth . 
W ith th ese condition!!, all th e fu n ctio n s of th e Issly 
a re Im paired, and th e result is a v ariety o f d a n g e r 
m s com plications. 
The hest rem ed y is A yer'* 
S arsap arilla. 


F O R D Y SPEPSIA and L ivar C om plaint, y o u nave 
a p rin te d g u aran tee on ev ery b o ttle of S h ilo h 's V ital­ 
izer. 
I t n ev er falls to cu re. 
Sold by F red erick J . M. 
C lark. 


A FA M ILY G A T H E R IN G . 
H av e y o u a fath e r J 
n a v e you a m o th er f H a v e 
you a son o r d au g h ter, siste r o r a b ro th e r w ho bos 
n ot y e t tak e n K em p's B alaam for th e T h ro o t and 
Luiigw, th e g u aran teed rem ed y fo r th e cu re of 
C oughs. Colds, A sthm a. C roup and all T h ro at an d 
ISlug D oubles f lf so. w hy I w hen a sam ; dc U lt tie 
Is glad ly given to you free by a u y d ru g g ist a u d th e 
h u g e Bise oust* only SOU a n d fl.uu. 


TOL!) BV A DENTIST H E B L 


W H IS K E Y AND “ LAUGHING G A S” DO 
NOT MIX W ELL. 


A P a t i e n t w h o M a d e L iv e ly W o rk 
f o r a n 


E x t r a c t o r o f T e e th fo r a 
M in u te o r 


T w o —W h e re M u s c le w a* N e e d 


c d fo r it M r o n g M a n . 


A bout as had as a hull in a china shop.— Frar.kt. 


A demist bere relates the following : "One 
afternoon while in my olllce a stalwart man 
came and inquired : ‘( ’an you cive me gas ? 
(Jot a tooth I want pulled.’ 
* Yes.’ 
‘ Lei’* 
have it, then.’ 
lie was evidently sufferin 
from toothache, *<>, after an examination. J 
put him under the influence of gas and pulled 
the tooth. 
I turned to lay my instrum ent 
down, when the man sprang at me with the 
fierceners of a tiger. 
‘ I aint down yet,’ lit 
shouted, 
i grab I led him and put him back 
in the chair. 
The moment I released him Ii 
sprang ut me again, again repeating : ‘ You 
haven’t (low lied me y e t!’ 
I found I was in 
for it and I look a grip in Ids shirt front and 
back of bis collar, and after a struggle I threw 
him in the chair, but not until lits cont was 
torn from skirt to collar. The m in recovered 
Ids sense* then. 
It seems liefore lie came to 
the office lie had been Irving to drown the 
pain by drinking whiskey, and gas and w liis 
key, you know, do not agree well. After ex 
Htnining Ids coat lie asked what had happen 
I, 
I explained. 
Ile looked at me in aston 
isliment and said : ‘ You area powerful man. 
I want you to understand it takes a man to 
handle me. 
You are the first man who was 
ever a b le to do it.’ 
He seemed to have for 
gotten till about the tooth and was much 
more impressed with the fact that he had 
liecn put down pretty hard in the chair 
lie 
repeated as he stepped out of the door You’re 
i powerful strong m an.’ ” 


L l m e - S tr e e t. N e a r A th e n s . 
\ “ Basket Meeting” will he held in the M 
E. Church on Sunday. January 18. 
There 
will lie three sessions, morning, afternoon 
and evening. 
The Presiding Elder w ill be 
present 


H u n t e r N o te* . 
The new engine for the chair factory is be­ 
ing placed in position. 
The me in tx-rn of Ellsworth (’amp, N o . GO, 
Sons of Veterans, will give an oyster supper 
at Headquarters, .Monday evening. 


K e r h o n k s o n . 
Six business men here have each erected u 
lamp w hich are lighted on dark nights. 
Be|>air* to the ca Bul and lock here now 
give* employment to a num ber of men. 


G le n fo r d . 
Mrs. John Moore, who had Itcen ill for 
some time past, died al lier home last Fri- 
lay morning. 


K r u m V ille. 
A singing school will soon he commenced 
here. 


B H IL O H '8 C A TA R RH REM ED Y - A positive c u re 
fo r C a ta rrh . D ip h th eria au d C a u se r M outh, bold I J 
F red erick J . R. C lark. 


N E V ER CO NCLUD E 
T h at a fresh cough “ w ill got well o f itself in a 
w d a y s." It m ay d o so, am i on tile <6 lier h an d , 
by n eg lectin g it. one m ay lay th e fm indation of 
■ne in cu rab le p u h n o n a rv o r th ro a t tro u b le. 
Dr. 
D avid K ennodv's C herry B alsam will relieve th e 
Hitch utm ost Im m ediately; and pi-) vent Its lieooni- 
tux seated . 
In cav* th ere rn any su ren ess of the 
th ro a t 
and ch est, apply Dr. K enn ed y 's G olden 
Droits, w hich is th e finest e x te rn a l rem edy o b tain ­ 
able. 
Th,- B alsam is a p rep aratio n M ix us. il by th e 
ir sip rieto r in his ex ten siv e p riv ate p ractice and co n ­ 
ium * several Ingredients, th e m oue of com bining 
hu h w ith o th ers before in use, Is his - ole tliscov- 
t-y; lie- scientific union o f th e w hole fo rm in g a 
m ore n e arly infallnhle specific for ult ailm en ts of 
th e lungs, th ro a t am i a ir p assag es th a n has ever 
been given to th e public. 


A R F YOU MADE m iserable ny Indigestion, Cor.- 
•tip atio ii, Dizziness, Isms of A ppetite, Yellow- Skiu t 
S hiloh's V italizer is a positive cu re. Sold by F re d er­ 
ick J . K. C lark. 


ADVICE TU R O TH EH'-. 
A rs you disturb**! a t n ight and broken of y o u r 
rest by a tick child suffering su d c ry in g w ith )>sin 
of c u ttin g teeth I lf so, send s t once a n d gel a b o t­ 
tle of Mrs. W inslow '* S oothing S y ru p fo r ch ild ren 
tee th in g . 
Its value is incalculable. 
I* will relicv# 
th e poor little suffer Im m ediately. 
Ih-pend upon 
It, m o th ers, th ere is no m istak e nix nit it. 
It cu res 
dy sen tery au d diarrlm -u, reg u lates th e sto m ach 
an I bowels, cu res w ind colic so lten s th e gu m s, re 
du ces in flam m atio n , an d g.ves lone and energ y to 
th e w hole system . 
Mrs W inslow ’s S ta llin g by r u t 
fo r ch ild ren tee th in g Is p leasan t to th e taste, s a d is 
th e preeerip tio n of one of th e oldest au d best fe 
m ale n u rses and p h y sician s in th e U nited s ta te s, 
an d I* fo r sale by all d ruggist* th ro u g h o u t th e 
orld. 
P rice 25 cent* a is a t Ie 


HIIIIMWUillltlllltWlUIHIIMIUillStlWIWHMIIIMSIMWS’' 
HOU DAV OKIvSKNTS 


I’ R IC E l L O 5V I U T I I A N .E V I .lt.; 


HAINES BROS. 
P EEK db bON 


STERLIN G 
BAUS 


P I A N O S 
PIANOS 


ST EIN W A Y 
p l \ \ T | W 
I 
MASON A HAMLIN 
J 
U l a N U O 
i 


O R G A N S cm*S£ iHAMLINj 


O I I G A X S PALACE 0 


PIANOS AND ORGANS, 


I O f all M aker* furnished. 


Sheet Music ami Music Books. 


Pianos ain! Organs Tined and leered. 


GOOD SECOND l£i ND PIANOS CHEA P. 


E. W I N T E R , 


Opera House, Kingston, N. V. 


ftUttlimilttl!hNmitt<illtmiltMHMttlt«INItllti»IHIINtllltMlllimi0lt4llit«tlMliN0UNHN»il(m0UMllWIHB 
“ J U V E E N ” 


O v erth ro w s D yspepsia 
Buy a box of "JU 5 ’E E N " 25c. an d m ail th e ou tsid e 
w rap p ci to H am ilton C ltem ical Co., P. O. Box 1804 
N ew -Y ork, and you will receive F R E E 26c. w o rth of 
b a n n in g P h o to g rap h s fo r fam ily e n te rta in m e n t— 
foreign view s, celeb rities, eta. 
W h at is JU V E E N t" 
“ JU V E E N " is u u u rlc y vegetable an d alM olutely 
h arm less co aq io o n u of five su b stan ce in th e fo rm of 
little su g a r co ated pills. 
" J U v K E N " Is scientifically p rep ared and c o m ­ 
bined a ' te r th e recipe of th e m ost fam o u s siw-eialist 
living, for th e cu re of C onstipation am i Indigestion. 
F or sale a t d ru g g ists or a d d ress th e p ro p rieto rs. 


ALL-:-SKIN-:-D18EASES 


A nd Ulours at every kind a re g u a ra n te ed to be 
C ured by 


A B I S I U M 


T h e only Specific for C o n tracted a n d C o n stitu tio n s 
Uh sal 
Diseases. 
SpcciaJiet 
P hysicians 
U re th ra 
R ectu m or S u m ach R em edies or A sabel, M iners 
S p rin g W ater a re g u a ra n te ed to c u re a b an d o n ed o r 
hopeless Gen! to-U rinary D i-tea** a u d w e a k n e s s . 
T reatise 
an d old d o c to r's advise free. 
M e d ic s 
B u reau , B roadw ay a n d R eade-street, New Y ork C ity. 


f.N T H E .SUPREM E CO U R T - T H IR D JU D IC IR 
I D ep artrn en t 
P u rsu an t to § 232 of th e C ode o 
Civil P ro ced u re. S ta te o f N ew -Y ork. th e undersigned 
Ju stic e s o f th e S uprem e C ourt, resid en t In th e T hird 
Ju d icial D ep artm en t, d o h ereh v ap p o in t th e tim es 
a n d place* o f h olding C ircu it C ourts, an d C o u rts of 
O ver an d T erm in er, an d Sjiecial T erm s, w ithin said 
T hird Ju d ic ia l D ep artm en t 
for 1888 au d PW , co m ­ 
m en cin g on th e fin ; liny o f J a n u a ry , eighteen h u n ­ 
d red an d eighty-eight, and d o assig n ju stices to hold 
said C ourts as follow s, as th e sam e o re contained in 
Hie a n n ex ed list of assig n m en ts fo r (tie T hird J u d i­ 
cial D istrict: 
C ircu it C ourt* an J C ourts of O yer and T erm iner. 
A LBS KY. 
Second M onday in J a n u a ry 
................... 
M ayham . 
F irst M onday iii M arch 
........ ..................... P ark er. 
First M onday in May 
.................................... E dw ards. 
F irst M onday in O ctober. 
..M ayham . 
F irst .Monday in D eceinls r 
...P a rk e r. 
Columbia. 
T hird M onday in J a n u a r y ............................. 
E dw ards. 
Second M onday in A pril 
E dw ards. 
T hird M onday in O c to b e r ..................................P ark er. 
G kken-k. 
T hird M onday in F e b ru ary ............................... E dw ards. 
E iist M onday iii May 
.................... 
M ayham . 
Second M onday in D e c e m b e r ..........................P ark er. 


R ensselaer. 
Second M onday in F e b ru a ry ... 
T hird M onday in M ay ........................... 
T hin! M onday in S eiiteinU -r 
S econd M onday in N ovem ber ........ 
Sc h o h a r ie. 
Second M onday in Ja n u a ry 
T hird M o n d ay 'in A pril 
Sis-ond M unday in ( k-tols-r 
S ullivan. 
F o u rth M onday In May 
. 
F o u rth M onday iii Se|it<-inl> r 
S econd M oiniti) iii I»e<-emlicr 
UlSTER. 
S econd M onday in Ft b in ary 
Second M onday in A pril 
........... 
Second M onday in J u n e 
................... 
F o u rth M onday in N ovenils-r. . 
S pecia l T erm s, for Motions O n ly, at C ity H all, 
A lbany. 
Izvst T uesday of J a n u a ry ................. 
E ast T u esd ay of F eb ru ary 
L ist T uesday of M arch 
, 
l-ast T uesday of A|>riI 
................ 
I .ast T uesday of May 
Islst T uesday of J u n e 
............ 
I .ast T u esd ay of Ju ly 
I .ast T uesday of A u g u st........ 
Izist T uesday of S cptcm lier 
............ 
East Tm sday of < >etol--r. 
Izist T uesday ill Novi-inlier............... 
L ast T uesday in iieccin b er. 
N|x-eial T erm s to r m otions an d arg u m e n t 
of d e m u rrers at C ham bers, w hen Ju d g e s 
tire not o therw ise assigned o r eng ag ed , 
a u d th en univ in caus. s tria b le iii the 
T h ird Ju d ic ia l D istrict, will be h e a rd as 
foliows • 
First M onday o f every m o n th exeejit An 
g u st. ut T ro y 



E dw ards. 
Second Sat u n la y of every m o n th except 
\u g u s t, at K ingston 
P ark er, 
T hird S a tu rd a y of every m onth except 
J u ly p u d A u g u st, a t C atskill 
P ark er. 
L ist S a tu rd a y of every m outh except An 
g u st, ut S ch n lia rie ......................... 
... 
M at hum . 
F irst S a tu rd a y of even- m o n th ex cep t 
J u ly a n d A ugust I, ut 
H udson 
E dw ards. 
P u led A lbuuy, D ecem ber 2W, 18*7 
Alton Ii. I'a im l r, 
K t k p i i i s I. Mayhaw, 
Saah ll E dwards. 
J list ices of th e S uprem e C ourt “ 


H O L I D A Y 


A n n o u n c e m e n t 


M ayham . 
M ayham . 
P ark er. 
E dw ards. 


E dw ards. 
. M ayham , 
E dw ards. 


P arker. 
Ed w u rds. 
. Mil) h am . 


P ark er. 
. P ark er. 
E dw ards. 
M ayham . 


M ayham 
P arker. 
Edw a n is. 
Ma) ham . 
Edw a n is. 
P arker. 
Edw arils. 
. Ma) ham . 
. P ark er. 
E dw ards 
P arker. 
M 'lvluim . 


GIRARD L. M’ENTEE, 
Fire Insurance, 


R ep resen tin g am o n g o t b e r s j t h e 


North British and Mercantile 


Tn sm * a n o o ( ’o m p a n v 


W ith assets o f ov er 
$ 3 , 0 0 0 , 0 0 0 


Hanover Fire Insurance] t o., 


O I N e w - Y o r k . 


—T H E — 
“OLD .ETNA" OF ll A HT FO HD, 


W ith an honorable record in ib is tow n since 1<‘>2 
lu rin g w hich tim e th e) h a te p o d 
IU .’ O O .O O O I. r 
losses m em red iii th is CHV a n d v icinity Is ski -s 
m any o th ers, am o n g wha ii is jd .im .m i, pan I I r 
C hicago's lug fin- before the sm oke ch a red aw a y . 


EIDEMX OF HARTFORD, 


Who Has Been Here Since is.10. 


E V E R Y F A C IL IT Y 


—FO R — 
Doing All kinds of Insurance 


-E S P E * S A L L Y — 
Fire and Marine 


ii c o m p an ies o f t h e 
h i g h e s t 
c h a r a c t e r 
w h o s e 
ail ie ie* I offer lu r sun- *> ,,„g lo t h o assu red lu ll 
roU-cUoN. 
Girard L. MoEntee 


lid. I. L’KlOS-iVtKCE. M M T , Ii. I. 
Telephone full 3. 
M A Y E R W E I L 


Has removed to the new store 


1 1 joining A. Rico, No. IG I’nion 


ivenue, where he will be phased to 


see his many patrons. 
We will 


have better facilities for 
our in­ 


creasing business, 
as 
our new 


store is much larger 
and better 


idapted to the Dry Goods business. 


To make business lively 
for the 


usually dull months we shall make 


many reductions in prices. 
Come 


md see the bargains we shall olFer. 


Thanking you for your patronage 


in the past we Iiojhj you will con­ 


tinue to give us a liberal share of it 


in the future. 


Weil’s Bargain Store, 


No. IG Union-avenue, next door to 


A . I i i o e . 
Gold a n d S ilver 


Watches,- Chains, 


Charms, Jewlery, etc. 


- - A l ­ 


in buying goods for the holidays 
we should remember that the pre­ 
sents mostly appreciated are those 
that will he of some use to the re­ 
cipient. 
I have given particular at­ 
tention to the selection of my holi­ 
day goods this season and have the 
largest assortment of tilt1 following 
goods ever shown in this City: 
(told. Silver and plain handle Canes 
and 
Umbrellas, 
Fur, 
Flush and 
Cloth Caps, Fur, Uuekskin and Kid 
(Jloves and Mittens, 
Everv kind of 
Ladies' anil Gent's Slippers, High 
(-ut 
Button 
Overshoes, 
Alfred 
Dolg’s celebrated Felt jdioes and 
SIipliers, Knox Hats and a full line 
til 
B o o ts. 
Shot's 
and Hats. 
It 
would lie difficult for you to find a 
better list to select from. 
And tilt* 
place to buy cheap is at the store of 


EDWARD T. STELLE, 


Successor to Silas ll. Davis, 


0 4 W a l l - S t . , K i n g s t o n . 


S P O I i I i A 
I i L I M N ( t 


No. tS Wall-Street. 


Are olfcring goods to-dav eheajier 
than ever offered in this City before, 
.lust think of it Flinted Tea Set f»G 
Fiet.'t s, 
Fruited Dinner Set 
IGO Fieces, slM.oo, Printed Toilet 
Set lo Fit ces, s.’!.“A, French China 
Dinner Sit 
Io2 Pieces, 
$*JG.oo, 
French China Dinner Set 111 Pieces, 
s.’fo.oo. Hanging Lamps from sii.Ao 
to $12.00. ]• illest Decorated \ ase 
Lamps and Shades to Match, $G.0o. 
\ ases and fancy articles in great 
variety. 
All kinds of 


Carriage.aud Douse Paints. 


L E A D A N D O I L . 


Patent medicines and drugs of all 
kinds and many things that cannot 
he mentioned here. 


Spore & E 11 i n g 


No. 8 Will!-St„ Kingston. 


» 
i irih r* s. In heil (jin n a 1 J sift ie* aiel m issis iii 
sto rk really to r el q u e ut. 


J JE BRENGEL 


P h o t o g r a p h e r , 


9 Wall-street, Kingston, N. V 


( alii net El I oto^r ta |ilis 


81.50 
I ’ JC I i J ) O Z I C N 


15,(100 Negative* Bisulc by Edward Lewis 
Rn- iii n»y |»*sm *sion. 
Duplicate Didnt* from Ult* same etui be had 
ut any time. 


J. X. I VU EXG EL 


9 W a ll- S tr e e t. 


NOTICE TO 111'ILUKUS. 
E.B.COUTANT, 


M a n u factu rer of an < g l'eater in 


Ground Lime, Gray Shell 
Lime Stone, Bitt and 
Building Sand. 


W o r k s a t W il b u r , U ls te r Co., N. Y 


I'aitk-H iii mUbk a n y th in g in th e a ls ive line w i| 
fiinl it t*» tla-ir in terest to a d d re ss Hr- i-iunulao-tcrer 


E. B. C O U T A N T 


Pout Office aridresM 
K ingston, X, 


M 
E T A 
L 
S K Y L I G H T S . 


Made of galvanized iron and copper. 
Ab­ 
solutely no leakage from any source, no dri|»- 
ping or sweating, lire proof, ventilating. 
Galvanized iron and copper cornice* and 
gutter*. 
Sheet metal 
work for building*. 
Send for illustrated circular. 
E. VAN NDOKKEN A- CO;, 


3 8 3 H a rris o n -A v e ., B o sto n , M ass 
FRENCH CHINA. 


B uy of th e im p o rte rs anti sav e 25 p e r cen t, on e a ch 
p u rch ase. 


F ren ch T ea S ets ........................... 
$ 4 50 ond u p w a rd s 
F ren ch D inner S e ts ........................... IC OO an d u p w a rd 
English D inner S e ts........................... IO 50 a n d u p w a rd 
E nglish T ea S e ts ............................................. 
$ OI) 


I will n o t be u n d erso ld . 


N A TH AN K . GUI F F IN , Im p o rte r. 


S W A R T S R E STA U R A N T, 
. 


CHE. WALL ami JOHN-STBEETS, KINGSTON. 


B O N D ’ S, 


Opposite Post Office, 


Jolm-St, Kingston, N. Y. 


C H I C H E S T E R ’S E N G L IS H 
PENNYROYAL PILLS 


Heil G ross D iam ond B rand. 
O riginal, hest, only 
genuine am i reliable nill fo r sale 
N ever fail. 
Ask 
fo r C tiK 'hoster* E nyltsh Diam nm I B rand, in red m e 
talk: boxes, sealed w ith blue ribltou. 
Al druxK>*t* 
A ccept no o th er. 
All pills in jiasteboard boxes,pink 
w rap p er* a re a d a n g ero u s co u n terfeit. 
Send 4 cen ts 
j st am p s j for p a rtic u la rs an d “ R elief for L ad ies." in 
fetter, by re tu rn m ail. 
10,000 testim onials from 
ladles w ho have used Ha in, 
N am e paper. 
C H IC IIK H T K K C H E M IC A L C O ,, M adison S q„ 
P hilo., P a 
TO A D V E R T IS E R S . 


A list o f 1,000 new spaper* divided Into S ta te s a n d 
sections w ill be sen t on ap plication-—FRBK. 
To th o se w ho w au l th eir od v crtisio * to p ay 
we 
can offer no b e lte r m edium fu r th o ro u g h aria effec­ 
tive w ork th a n th e v arious sections of o u r se lect 
local list. 
GEO. P. K O W ELL & CO . N ew sp ap er 
A dvertising B u reau , IO S p ru ce Bt., N. Y. 


/ 
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SEVERE STORM HEREABOUT. 


TORRENTS OF RAIN ANO HIGH WINDS 
CAUSE MUCH HAVOC. 


A C loud B u r st ta th o V a lloy o f th o N ooor- 
s ln k —F r u it T roos U prooted In P or­ 


tio n s o f C ists r C ou n ty—D om Mio 


' 
A t P ort-E w en , U te. 


The war of the elements.—De Poe. 


The storm —mention of which was made 
in T ub F reem a n , of last evening—that 
deluged the Neversink Valley, yesterday af­ 
ternoon, arrived here and at points in this 
vicinity along the Hudson Wiver, last night. 
The cloud burst in the Neversink is said to 
have deluged the country, the rain fall hav­ 
ing been tremendous. 
At points in the Catskill Mountains the 
storm was terrific, the electrical display being 
very vivid. 
The streams this afternoon are 
raging torrents. 
Along the Wallkill and Rondo’ut Valleys 
in localities the high wind wrought much 
havoc. 
Correspondents telegraph that the 
streams have overflowed their banks. 
Be­ 
tween 7 aud 8 o'clock, lust uigbt, the rain is 
said to have fallen in “ b u cketfull." 
A black wiud cloud swept up from Hip 
South, bung over Kingston for a minute or 
so. and then as if attracted to the Catskills 
whirled in that direc tion, causing a roaring 
sound. 
As the w ill rushed through the 
streets 
it picked off signs 
and scuttle 
covers anti other loose m aterial ami hurled 
them along with great force. 
It twisted tel­ 
egraph wires and broke off limlis of trees. 
The wind blew so bard pedestrians were 
tumbled over on the street, and wagons were 
lifted from their wheels. 
A well house in 
the yard of A. B. Durham was picked up by 
the wind and whirled around several times. 
It fell over the well out of position. 
The 
toard fence enclosing the base I ail I grounds 
on Union-avenuc w as partly demolished. 
“ On the-H ill,” Rondout, this morning, 
sidewalks were strewn with twigs and limits 
from 
trees. 
Shutters 
were 
banged and 
broken. 
Jam es Murdock, who lives in the light­ 
house at the mouth of the Rondout Creek, 
said that it was a terrible night on the H ud­ 
son River. 
The spray dashed 
over the 
lower. 
On tile Hudson River pilots of tows—for 
even if it is midwinter, tows are still being 
run—say it was one of the w'orst nights they 
ever experienced. 
At one moment the moon 
shone brightly, the next all was chaos, the 
atmosphere hieing filled for a second or two 
with pieces of twigs, etc. 
Several touts liar 
rowlv tsca|>ed lad rig dashed on the shores. 
I n the fruit districts of l ister County the 
wind uprooted trees in localities. 
The lose in 
the aggregate is large. 
At Fort Ewen Hie wind blew with great 
force. 
The people were assembling for w or­ 
ship iu the churches. Fear and consternation 
was depicted on every countenance and those 
on the streets hurried to places of shelter on 
account of the falling rain. 
Missiles were 
hurled through the air and much movable 
property wus destroyed. 
It was feared I lint 
the steeple of the Reformed Church would 
be blown down. 
Outhouses and well curbs 
were toppled over. 
A sum m er kitchen of 
Elliott Houglitaling was lifted up bodily by 
the wind and broken into fragments. 
Heze- 
kiali Hougbtnling’s chimney was toppled over 
and a flag staff of William II. Maybee was 
blown down. 
_ 


THERE ARE NO "W H ITE CAPS” HERE. 


A n A lum ni Story 
W hat a P ractical •• J o k e r " 
Has D une. 
A story ii* tieing circulated that “ W hite 
Caps" have sent a warning to Judson C. 
Ftero, Janitor of the City Hall here, warning 
him that lie “ must mend his ways.” 
There are uo " White C aps" here. 
Some 
addlepated practical “ joker” sent a foolish 
communication to Fiero. 
That is nil there is to the " W hite Caps 
yarn. 
_ 


RATHER 
A 
COOL 
WOMAN, 
THIS. 


A K u n iw ty fit Itll I n e r lIff, In W h ich ft K nit 
ti mu I Man Figure*. 
Yesterday a woman in a buggy, at Rhine 
cliff, bad a narrow escape from death. 
T he 
horse rau away, and the vehicle coming iu 
collision with another wagon, upset. 
The 
w oman fell in the wagon top,and was dragged 
a block, when Saul Kelder, of Rondout 
stopped the horse. 
The woman traw led out 
of the top and coolly said: “ I am not hurt 
but I do not care about riding in that style.' 


BOATS AND BOATMEN HEREABOUT. 


T ho " K n m lo u t" Hoot to N ow -V ork C l t j - 
T o w tu g le e B a rg e . Up N orth. 
Ice liarges are living loaded at Coxsackie 
and Catskill Point. 
The propeller Rondout left this port this 
morning for New-York. 
Ferrym en along the Hudson River begin 
to wonder if their winter vacation “ is eve 
coming,” 


P ersonal M ention. 
Cornelius ll. VanOaasbcck, Jr., of Kings 
ton, has gone to Aiken, South Carolina. 
J. Albert Merritt ami Jam es Bruyn, of 
Kingston, started for N ew -York City, to 
day, from which place they will sail for 
Florida. 
T hey will be absent six weeks 
nnJ expect to visit Cuba and other islands of 
the W est Indies. 


T h* C asualty R ecord. 
A Mrs. Quinn, of Roughkeepsk1, slipped 
and fell on a friary board, on Tuesday morn 
jug. 
Bones In lier wrist were broken. 
Two men employed on the new railroad 
bridge, crowing the Neversink River, near 
Cuddcbnckville, were severely injured by 
falling from the structure, one day recently. 


J o u r n a l! .tic . 
The apology of a daily newspaper printed 
in Kingston did not have a line this morning 
about Hie terrible disaster iii Reading Pa., 
etc., and yet it receives “ telegraph news ” — 
by West Shore Railroad freight trains, usual 
ly 40 hours old. 


(A P arty at Jad e* Law ton’s. 
The party whirh Judge William Lawton 
and wife gave at Fair View, last night, was 
largely attended, notwithstanding the in 
clemency of the weather. 
Tile guests had a 
merry time and were hospitably entertained. 


S tarr lad la K oad ou t. 
Last evening a quiet wedding occurred in 
the Baptist Parsonage, “ On the H ill,” Ron­ 
dout, 
the Rev. A K. Fuller officiating. 
The contracting parties were Miitou Jay Bell 
and Ida B. Schultz, both of Rondout. 


In ju re d by a B a ra F a llin g . 
While a num ber of mea were engaged in 
pulling down an old barn on the Delafield 
farm, near Stone Ridge, one day recently, 
nevrrtl of them were injured by the falling 
of the fram e work. 


ltowdout Caaoo d a b . 
The members of the Rondout Canoe Club 
will bold their annual meeting in old club 
rooms. F Heir.mam 
building, 
January IS 
Officers for the ensuing year will be elected. 


A lasas* Fro* From lea. 
The Hudson River is Dearly as free from 
lea for the greater part of its length as it is 
ta July. 
___ ____ 


Of I n t—ssS to F trom sa. 
The Chief Engineer of the Troy firs De 
yartmrnt receive* a salary of $1,600 per year. 


Qaoor C aptors ta aa O pera Boos*. 
A white wesssl was killed in the cellar of 
Aa Hudson Opa a House, yesterday. 


THE CURSE OF STRONG DRINK HERE. 


A Story th at Carri as Its Ow# Moral—A Ter­ 
rible Deathbed Scene. 
A ttory of the effects of strong drink is told 
in Rondout. 
A man. who died recently,had 
a wife and several small children. 
The wife 
was so addicted.to strong drink that the hus­ 
band, while ill, was compelled to keep his 
pocket-book under bit pillow. 
One day he 
wanted some medicine at once and there being 
no small change in his pocket book, he was 
compelled to let his wife have a $2 bill with 
which to purchase the remedy. 
The wife 
took Hie money, “ went on a spree" aud did 
not return for 12 hours. 
W hen Hie men 
caught a glimpse of the besotted woman lie 
turned over in his bed towurd the wall and 
died soon after. 
During Hie death scene the 
wife lay drunk across the foot of the Ik’d and 
on raising her from her prostrate i>osition a 
gin bottle dropped from ber bosom 
Her in­ 
fant lay covered with filth, not having re­ 
ceived any attention or food In nearly 24 
hours. 
Kind-hearted women took the child 
aud gave it a bath and nourishment and it bus 
since been kept away from its drunken mother. 
T u b F k k k m a n suppresses names—they are 
well known to many residents of tile Seventh 
W ard—out of regard to the dead man s rela 
tives. 
_ 


ST. MARY’S CHURCH FAIR CLOSED. 


It WMH Siiocemfiil F in an cially and 
O th e r­ 
w ise—T he Name* of the Prize W inner*. 
The fair of St. Mary’s Roman Catholic 
Church, Rondout, was closed last night. 
A 
large num ber of people were present. 
The 
total amount received for votes on the gold 
watch was $806.56. 
The successful eom- 
jietitor was Joseph A. Murray, the votes f*r 
whom amounted to #425 45. Tho other votes 
ranged as follows: Thomas Rourkc, $220.54; 
Koran Fallon. $171.85; 
John 
F. 
Daly, 
$49.22. 
Mks Margaret Penny was awarded 
the diamond ring 
Tile amount realized for 
the same was $368.15. 
Tile articles 'rem ain­ 
ing on sale were disposed of at Auction, with 
Patrick O’Reilly in the role of auctioneer. 
The fair was a success. 
A soiree will to 
given in tile Hall, on Wednesday evening. 
January IG, under the auspices of the ladies 
who had charge of the fair. 
T he net pro 
coeds of Hit* fair were $2,578. that tieing the 
largest sum ever netted at a fair held try this 
church. 
In 1879 the proceeds were $1,627; 
1885. $2,185; 18*1. $1,642; 1*83. $2,555; 1884, 
$1,821; 1886. $702 
The Very Rev. P. Pfen- 
dergust, Hic Pastor, it highly pleased. 


Cm F riday i 
JT«lr Md colder weather. 


A TRAIN RUNS INTO A LAND SLIDE. 


N arro w K x i p r o f th** M o n tre a l K ip r n * im 
T h e Nev* -Y ork C e n tra l Hoi lro .n l. 
While Hie Montreal Express on the New 
York Central Railroad was passing the Iron 
W orks at Albany, last night, it was struck 
by a land slide. 
The engine was demolished 
and the baggage, express and three passen- 
(;er cars were derailed. 
The engineer was 
Hid Iv hurt and the fireman Mr as injured. 
The escape of the passengers from Larin was 
marvelous. 


DTH Kit KA I LUO A D NIC WH. 
Vestibule Pullman curs ure now run on the 
Erie Railroad. 
The Hoosie tunnel is now lighted tty 1,250 
incandescent electric lights 
Two train* will 
now be allowed in the tunnel at the same 
time, 
__________________ 


TOLD BY AN OLD HURLEY FARMER, 


W ho C an “ D raw th** L ong 
H o w " A b o u t 
th e W e a th e r, Crow n am i T h e ir W ay*. 
An Old Hurley farmer, who was in Bon­ 
don! to-day, told of an amusing circum 
stance. 
He said: 
“ The Indian 
summer 
weather is what is puzzling crows. 
Tile 
black thieves exjiect to find corn growing in 
the fields, and they do not know what to 
make of it when they find but I ai re ground. 
Yesterday a flock of crows circled around 
my corn field several times and finally lit in 
a large hickory tree in one corner of the lot 
A more disappointed looking set of crow 
you never saw. 
Some of them actually shed 
tears as they (Ated upon the field denuded of 
corn stalks, 
lf this warm winter wester eon 
tinues all the crows in (Ids section of Hic 
country will die of broken hearts.” 


In lh * d a t e r SurroK ate’* C ourt. 
The followiiigliusiness lias tieen transact*' 
in the Ulster County Surrogate's Court 
Kingston: The will of Elmira W illacy, late 
of tile town of Lloyd, proved. 
The bequests 
are: To the husband, Henry P. W illsey. lot 
of land in Highland village, other real estate 
and personal property during life. 
After Iii* 
death the property lo goto Mary C. W heaten 
Louisa W. Smith. Sarali Jane Pancoast and 
Elizalieth Ann Hartshorn; 
Executor ap 
pointed, Henry P. 
Willsey. 
The will of 
II un nab E. Borean, of M nntorough, proved 
The sister, Catherine, receives all the estate 
during life. 
At her death the same is given 
to a nephew, H. E. Baxter, with the exeep 
lion that a brother, William Borean, aud i 
sister, Julia E. Hockey, receive some of the 
personal property. 


O ne o f I>em,»ncy'» D U e u v eries. 
This forenoon William Dempsey, of Roil 
dout, said he had made an im portant discov 
cry. 
W hen asked if he would divulge the 
secret, he said: “ F o ra long time past farm 
era huve come to my place for oyster shells 
which they said they pounded fine and fed to 
chickens to make them lay. 
Since I liave 
bee ii giving Hie shells I have discovered that 
eggs have become more plentiful in the m ar­ 
ket, hut a more ungrateful lot of farmers I 
huve never seen. 
After giving then) the 
shells to make their hens lay, they come to 
my place-and ask three cents apiece for the 
egg*” 


S k atin g Cont t-at at A m ato Diam . 
A cable message from Amsterdam to T ub 
F kkkman, today staled: 
In 
Hie skating 
championship contest today tile two-miie race 
was won by Joseph F. DAnaghuc, of New­ 
burgh. New York, in 6 minutes 24 seconds. 
Von Punschiu, Hie Russian champion, cov 
ered the distance in 6 minutes 31 seconds 
The best record previously made for the 
same distance was 6 minutes 41 second*. 
A 
thaw has set in and the ice is rapidly melting. 


D a ly 19 and G one to th * D og*. 
A 19 year old 
girl 
named 
Catharine 
O’Rourke, of Rondout, was sentenced by Re­ 
corder Hussey, this forenoon, to pay a fine of 
$25 or go to the Albany Penitentiary for 
three months. 
Rlic had no money. 
The 
girl’* crime was disorderly conduct and in 
toxlcuHoo. 
Las*. July she was arrested for 
being drunk and was fined. 
8he is a hard 
case for a woman so young. 


T h* D ea d ly E lectric L ig h t W ire*. 
An electric light wire crossing a telephone 
wire on upper Maiu-strect, Poughkeepsie, 
lost night, gave a “ telephone g irl” a severe 
shock and set Hie office woodwork on fire, 
It was necessary to replace 125 wires before 
the upper Main street circuit could be got in 
working condition again. 
-—♦ 
■— 
In d u strial N otes. 
The Valatie mill, destroyed by fire, last 
winter, will sopp be rebuilt. 
A silk factory may be erected at Niverville, 
Columbia County, in the spriug. 


R oad o u t’* C orner Loafer*. 
• 
There are many loafers on the street cor­ 
ners in Rondout these evenings 
About the 
only harm they do i* to get in the way of 
pedestrians. 


B ard Line* for Boys. 
The boy* hardly know what plays to in­ 
dulge in at preoeoL as there are no strictly 
winter sports. 


A TUSSLE WITH A LARGE 
BEAR- 


In a P ictu resq u e Valiev in 
th e C atsk ill 
M o u n ta in s—B ra in C lim b ed a T ree. 
Watson Hollow, in the town of Olive, Ul­ 
ster County, is one of the most beautiful val­ 
leys in the Catskill Mountains. 
Through its 
entire length, a broad, clear stream of water 
flows, in which trout disport, while on either 
side lofty mountain peaks lift their heads 
skyward. 
In the winter time the Valley loses 
much of its beauty, though it is still pictur­ 
esque and shows massive, rugged scenery. 
Owing to 
the wildness of tho immediate 
vicinity, the region alioundsin game, so much 
so, indeed, that the title “ hunters* paradise” 
is familiarly applied to it. 
Iii Hic wooded 
plateaus partridges make their home, w hile 
bears, wild cals and occasionally a deer roam 
through the thickets or seek seclusion under 
massive ledges of rock iii the up|>cr end of 
the hollow. 
Iii the Valley is a stone quarry and less than 
a tulle away is Hic old-fashioned farm house 
of Francis Coons. 
Mr. Coons is tile owner 
of two fine hunting dogs. 
Cue day. recently, 
when tile canines set up a terrific barking, all 
Hie " hands ” at the quarry knew ut ouee that 
some pretty big kind of game bt d been 
started. 
One of Hie workmen, named John W in­ 
ched, a big. strapping, m uscular fellow, is un 
e.xpericneed burner, 
It Is said of him that 
ho has a ’’ nose for game,” and when lie 
heard the dogs Larking he dropped his drill 
and rushed after them. 
Near a ledge of 
granite.| a mile or so up the hollow. 
Hie 
dogs 
were 
tearing atout 
like 
demons. 
W inched crawled to the top of the ledge,and 
leaning over he looked down into a deep 
cavity. 
Before he could get back upon his 
feet, there was a rushing sound, and a big, 
shaggy bear came out of Hie hole so close to 
W inched that Ids hat wus knocked off his 
head. 
Off rushed the bear w ith Hic dogs in 
close pursuit. 
The run was hot and close for 
about 50 yards, when Hie bear took to a tree. 
One o ftlic quarrym en who had followed 
the hunter was told to " leg it back double 
quick lo Coons’ house after a gun.” 
The 
man glanced al the Die I lear, and lie at once 
“ legged i t ” in superb style. 
Tile minutes seemed hours to W inched, 
who had neither club nor weapon of uny de* 
script ion within reach. 
The bear, becoming 
uneasy at last. began to descend the tree. 
Winched struck au attitude, and when Bruin 
was within reach the hunter gave the brute 
so tremendous a left hander that it again re 
treated to safer quarters. 
Again a n i turn in 
the bear essayed to touch terra firma,but Win 
cheir* hurly fists drove it hack. 
In despera­ 
tion the animal finally gave a lum p and then 
the dogs sprang at it and Bruin rushed to an­ 
other tree for protection. 
One of the dog’s 
caught Hie bear’s “ off hind leg ” and gave ii 
a squeeze between its teeth. 
This so enraged 
the persecuted brute that it turned like mad 
on the dogs and boldly attacked them. 
One 
of the canine* wa* nearly killed and the oilier 
fled ignominiously with the bear ut its heels. 
In his intense excitement W inched rushed 
after the desperate brute and tried to grab 
one of its hind legs. 
He did riot succeed, 
luckily,or lie might have been torn to pieces 
It was at Just this moment that two of the 
quarrym en came puffing up with guns in 
their hands. 
All three started on the trail, 
but owing to the density of the brush and 
(lorry they were unable to penetrate their 
way. 
Ail three of the men say the bear was 
the largest ever seen in the Valley and intense 
regret is expressed over its escape. 
W inched wears plaster over his right hand 
knuckles and accepts Hie chatting of Ids fel­ 
low workmen with apparent good humor. 


W IL D C A TS IN (SULLIVAN COUNTY. 
Fifteen dead wild wats were left at the 
Sullivan County Treasurer's office in the 
month of Dcoemlier. 
Tile bounty on each 
was $1.50. 


Th* Scourge o f D iphtheria, 
The W bUeport public school hag been 
closed ob account of the prevalence of diph­ 
theria. 


SOME PHASES OF THE SEAMY SIDE. 


A C hurch al ll min.in l(<>M»*-*l — A T h ief Hunt 
to P riso n Her** tills A fternoon. 
Last night Christ Church. Hudson, was 
entered tty thieves uad nibbed of all its 
brasses, consisting of a solid cross weighing 
80 pounds, two altar vases, and altar I look 
rest. 
One Michael Lindy, of Milton, was taken 
to the Albany Penitentiary Dy Deputy Sheriff 
Wool SIV yesterday oil a two mouths' commit 
men!, for having assaulted a night watchman 
by the tinme of Sleight. 
Owen McMahon, convicted of stealing a 
pair of rubber t»oots from Myere' shoe store, 
nu Union avenue, Rondout, was sentenced 
bv Recorder Hussey, lids afternoon, to four 
months iu the Albany Penitentiary. 


A 
CAREFUL 
SUICIDE’S METHODS. 


An L iiglU huiun W ho DIO Not W l.h to Spoil 
a Good Suit of Clothe*. 
This forenoon the body of a man Bhoot 80 
y caiseld, was found iu Astor'* Pond, near 
Rhinebeck. 
The Coroner was notified and it wus discov­ 
ered that the man was an Englishman named 
William Haydock, who had kept a barber 
•hop in Rhinebeck Village. 
ll is believed that iiuydock deliberately 
committed suicide. 
He moved into Hie bar 
lier sbop last May. 
Business was dull, and 
he did not puy his rent. 
The owner of Hie 
building had given Haydock to understand a 
few days ago that if lie did not settle for Hie 
rent on February I dial lie would Im* com­ 
pelled to move out. 
This worried Haydock, 
aud the fact, as he told u friend, that Ids 
“ girl had goue back on him ,” made him 
melancholy. 
The last seen of him alive was lase night. 
He was noticed lo enter his shop aud emerge 
therefrom a few minute* later wearing an old 
suit of clothes and a pair of rubber hoots, 
which lie had exchanged for a new suit. 
From this it seems that Haydock had plan­ 
ned Hie manner of his death, bul did uol 
want to spoil u good suit of dollies. 


WORK OF FRIENDLY ORGANIZATIONS. 


Officer* 
Elect cd 
M eeting lo 
be H eld — A 
P ublic lr.nlMlt.itii.il. 
Holdout s Good Templar* will meet iii 
regular session this evening. 
Tile officers of Ulster Lodge of Odd Fel­ 
lows, of {Saugerties, will la- installed this 
evening by I). I). G. M. W alter Cb Dobson, 
of this ('tty. 
The following have been elected officers 
of Ivanhoe Lodge, No. 180, K. of P ., of 
Wulkill: 
J. D. VanLeuven ... . 
Joseph f M I ru ff.......... 
J. H. Phlnnev.............. 
John K. Dubois .. 
Theodore MillMpaugb,. 
Charles J twinier ... 
Thomas Mart ta ........ 
Ezra Murtz 
............. 
David Mr K lhaiif.. 


............. ...P. Cb 
.......................C. C, 
..................V. c. 
..........................r. 
M E. 
K ami K. of K. H. 
................... MA. 
.....................l.U. 
. ...O . G. 
8. J. Dill...........................................................................Hep. 
0. Hoise. P. M arcinkow*ki...............................Trustee* 
Tile officers of.Temple Chapter, lf. A M , 
of Albany, w ere publicly installed on Tues­ 
day evening 
Gartluud’s orchestra was iu at­ 
tendance. 
The rooms were decorated. 
A 
musical program m e was rendered. 


O ld D*ft«ih D oggerel. 
Marilla Belioonmakcr. in ids History of 
Kingston, says when tim British came to 
Kingston during the Revolution “ It is reason­ 
able to suppose the unarmed inhabitants, who 
had not already fled from the village made 
what expedition they could to get out of 
burin’s way. 
* * 
* 
W hatever may have 
been their 
expedition, however, whether 
speedy or laggard, it gave rise to the follow­ 
ing Dutch doggerel: 
Loop, lunge us, loop, de Roo Jo 
Ko mine. 8 pan de waged 
Voor de paerde, en vy na 
Hurley toe. 
TUB translation is qa follows : 
Run boys, run. the red costs ace Homing. Hotness 
lbs hones before th* wagon, aud to Hurley ride. 


THE BOARD OF HEALTH. 


NO QUORUM AT THE CITY HALL ON 
WEDNESDAY AFTERNOON- 


C. P . K ld ciio n r and J o h n It. S teb b in s M ake 


S everal F o rcib le R em ark*—M erch an ts 


w h o S et th e Law a t D efia n ce— 


V ital S tatistic* R ecord. 


Here'* a state of th in g s -TA a Mikado. 


W h at busine^, was transacted b r 
this 
C ity ’s Board of H ealth yesterday afternoon, 
at the C ity Hull, was done w itiiout a quorum , 
there being present only two m em bers, Jo h n 
R . Stebbins and C. P. R idenour. 
T h e semi annual p ay ro ll for V ital S tatistics 
was presented by 
the Secretary. 
It was 
signed bv Messrs. Stebbins aud R idenour. 
M r. Stebbins said it was his intention to re 
sign as a m em ber o f tho Board. 
-Mr. R idenour said that lie did not wish to 
be understood as criticising the action o f Hic 
oilier m em bers, but he was disgusted. 
D ur­ 
ing Hie past five or six years th at lie had 
been a m em ber, only one-half or one th ird of 
the m em liera had licen present a t the m eet­ 
ings. 
Mr. Stebbins spoke of the u tter disregard 
of the law show n by certain m erchants, w ho 
infringe on the rights of the jicople Ivy ob ­ 
stru ctin '/ the sidew alks w ith th eir wares. 
He 
asked: “ W hat kind of G overnm ent and offi­ 
cers have we? 
T hey m ake one-half the peo­ 
ple obey the laws, and the o th er half do as 
they please.” 
T he follow ing record of V ital S tatistics for 
the past y ear was read by the Secretary: 
To th* Hoard o f Health o f the Cill/ o f Ki iii futon: 
Pursuant to a resolution of jour Honorable Boily, 
I liere>vtth submit the following animal report, 
tabulated from the record* of Vital (Statistics for 
tho year ls-x. 
During the year there have bren repotted mid re­ 
corded moniiily, the following certificate*: 
IS S. 
•IM lh* 
I)-alii* 
M-.nl Mf* * 
Ho; '"(-l. 
ll. |..nl...l 
January............................... IM 
SI 
iii 
February............................. M 
HO 
14 
March 
..................... 41 
HO 
ll 
April .............................. SO 
St 
Jo 
May....................................... 4.’> 
HU 
IO 
June.............. 
OS 
HI 
ll 
July................................... BJ 
IS 
ll 
August ................................ SI 
ss 
5 
September........................... OI 
',8 
28 
October................................ 51 
is 
kS 
November......................... 51 
'J! 
IU 
December............................ ST 
as 
15 


T o ta l.... 
(tis 
VR 
ISS 
Compared with ISS?, births increase 82, deaths in­ 
crease 2"> and marriage* decrease 2t. 
Amoug the I drtha reported were 7 pairs of twins. 
The mortuary record* agata show a remarkable 
and unusual longevity, lig 
having <14.-ii dur­ 
ing the rear who had passed the Psalmist's alloted 
age of tAr *e score and ten,” and 45 others having 
reached the age of OO years amt upw ards. 
O f the 
extremely aged one died at the age of 106, one at Vt 
unit two at til. 
The follow lug table gives a g e n eral classification: 
Ik't ween the ages of IHI and 1(11 the deaths were 
4 
>• 
.. 
i. 
“ HI) *• 
0, .. 
.. 
.. 
21 
•t 
■■ 
ti 
rn TO .. 
HI " 
" 
“ 
sr 
*4 
I. 
.1 
l.l >* 7(1 " 
" 
•* 
4.1 
.1 
ll 
M •* SU “ 
ut •• 
** 
•• 
20 
I. 
.. 
.« 
rn ]o a 
an “ 
" 
" 
ill 
ti 
>• 
•• 
•* ai " 
4'• " 
22 
I. 
I. 
I. 
.. J*, .. 
MI “ 
*• 
“ 
it 
It 
.1 
.. 
“ to “ 
31, M 
.. 
u 
2M 
'* 
" 
" 
.. 
J .. 
K * ....................... 
22 
•' 
** 
'* 
" 
I " 
5 
......................... 
77 
Under one year 
71 


Making a total 
SU 


BUSINESS NOTICES. 


And showing an annual death rate of IN. 
per 
thousand. This per ism tag* is ba* it nu a imputation 
of 21,1*14. as shown by the census taken by the City 
in August, 1WS5, and w ill be round lo I*' below the 
average of other cities in the Hudson Fiver Valley. 
I have also pre]tared the following table giving as 
near as may bo, tile principal cause* of death, as 
reported by the physician*; 
From old age, paresis or senile decay 
St 
“ drowning arid other accidents........................ IU 
“ consumption of the lung*...................................so 
** 
pneumonia...........................................................20 
“ 
phthisis and other lung diseases.................... 1J 
“ 
organic heart disease or heart f ailure ....... SU 
" 
paralysis of heart or brain............................ 21 
** 
cirrhosis and O’ her liver com plaints..............ti 
*• 
infantile convulsion* 
17 
“ 
nervous disease-* In adults............................... 4 
“ 
choler* lufouUmi and i-iarm-mu* children 2-1 
“ 
diarrhoeal disease- adult* 
................ 14 
“ 
membranous croup....................................... 
“ 
bronchial and other threat diseases ...... 
“ 
meningitis and other spinal disease* 
ll 
** 
premature birth and Inauitlon.............. 
It 
“ 
puerperal fever or di-ease* due to childbirth 
** 
Bright * snit other kidney disco**-* ........... 
“ 
cancer................................................................. 
" 
rheumatism and hip Joint discase 
......... 
“ 
divel* other constitutional diseases............. 4 
From contagious, Infectious or other zymotic 
diseases, usually a*orll>ed to insanitary conditions 
the it -atli* reported os follows: 
From whooping cough.............................................. 
“ scarlet fever..........................»........................... 
“ 
diphtheria ami diphtheritic en nip,,, 
an 
" 
typhoid fever................................................. 
** remittent anil other malarial diseases 
I 


Total number of deaths from alt caus* * ....... SHI 
Tile large death rate amongst children appears to 
be due to dtarroeul diseases in the summer months 
aud scene, to eat) for greater precaution on the part 
of parents in tile use ut unripe fruit* or other foods 
delete! iou* to the health of children. 
Tile ttianlN of the Board of Health ore due to the 
clergymen and physician*, wtjh two or three exeep 
tiotiN, for the promptness anil accuracy of their re 
port*. 
I ain convinced, after investigation, that the 
dent lisbon * ail been re|iorted and nearly all the 
births. A few certificates of marriage huve not 
I men re port, si by the clergyman of one of our 
churches aud those that have be -n reported from 
said church do not contain sufficient Information to 
comply with oniluances of this Bourd or the re-guta 
lion* of the State IF Mint of Health. 
Respectfully submitted. 
Ara. Semen nogs, 
Secretory Board of Health 
Dated January 0, ISHII, 


On Png** I and Si 
Pope I—Editorial notes, telegraph and cable news 
up to 5 o'clook this evening. 
Page I—Hudson River and inland news; a story 
told by a Kingston dentist; Ulster County Super­ 
vise**' bills, etc. 


wy 


T he " F all o f Ike M oon." 
Jh g “ fqil of the moon ” occur* on Janu- 
y 17. sqd many weather prophecies are be­ 
ing made on account thereof. 


THE RECORD OF CITY AMUSEMENTS 


A H u ll-Al I r a d I o n * I ii K in g s to n a n d H an ­ 
d o u t O p e ra H ouse*, E tc. 
The “ Hamlin W. (J. Contort Gompnny ’ 
have another artistic conner! and-im amusing 
variety |ierformanee In 
Liscomb’* 0 | kt:i 
House, Rondout. lust night. 
The company 
can lie secu and heard there the bnlauce of 
I hi* week. 
* 


The member* of tim Hauck Gymnasium 
Club will give a npminernde lull at Wash 
lug! nu Hall, Roodout, on January 28. 
Be 
fore dancing begin* athletic young men sw ill 
give nil exhibition of their prowess in turub 
ling, trapeze performance, tic. 


Leland F. Power* will give dram atic Im­ 
personations in Dickens' 
“ David Lopper 
field ” and General Lew Wallace's “ I ’hat iot 
II see,” in “ Ben H ur,” iii the WurU-Strcet 
Baptist Chape), Rondout, on Friday evening. 
January SO, under (lie auspices of the Ron 
dout Young Men's Christian Assot intion. 


At Kingston Opera House,to morrow night, 
“ Tile Cattle King,” by Jam es II. Wallfck 
aud com pany,will lie presented. 
A press no­ 
tice from the PhiUultlphia North-American 
reads: 
Jam es H. Wattle)* precented hi* equlnt- melo­ 
dram a. "The C auls King," at tho National Theatre, 
lust night, for the ttr*t time iii this City, and was 
G 
reeted by one of the largest - if not the largest — 
oases of the season. Th" Blay possesses consider 
able merit 
, 


In speaking of Mi** Hull, who will sing at 
the Rondout Masonic Concert, iu Liscomb’* 
Opera House, on Tuesday evening, January 
15, the Brooklyn Timet say*: 
Miss Hall won the hearts of the large audience as­ 
semble,I at ouce, aud wa* applauded with such 
vigor that she was compelled to respond with a n ­ 
other solo, receiving most enthusiastic express on* 
of approval from those present. 
Tile Rev. J. II. Vincent, I). D., say* Signor 
Vitale make* hi* instrument “ talk, sing, 
whistle aud warble.” 


Concerning TWQ Clergym an, 
The condition of Hie Rev. J. Hunnahurg, 
of Poughkeepsie, who fainted in hi* pulpit, 
ou Sunday, is serious. 
Fever set in yester­ 
day. 
Tile Rev. Herman J. Berkemeir, of Port 
Chester, was married to Miss Mngdelene 
Luther, of Poughkeepsie, in The German 
Lutheran Church of that City. yesterday. 
There wa* a large attendance. 
Tile officiat­ 
ing clergymen were the Rev. N. D. K runn­ 
ing, the Rev. G.- C. Berkemeier, brother of 
the groom, and the Rev. W. Berkemeier, the 
groom’* father. 
- v -• 
th e Mortuary Record. 
Tile funeral of Jacob E. Sm ith of Co. K. 
184th Regiment, N. 
Y. B. V., wa* held 
this afternoon, under charge of the Carroll 
Post of this place, 
The remain* were buried 
in the soldier*’ plot in Laurel Grove, with all 
honors of a soldier.—Port Jercii Union, Jan­ 
uary 9. 


THI; WEEKLY FREEMAN. 
All the local, telegraph and general news 
of the past week can be found in the w eekly 
issue of T h e F r e e m a n , published to-day. 


VALUABLE CORNER LOT. 
Corner North-Front and Fair-streets, will 
be sold at public auction to the highest bid­ 
der, Thursday, January 17, ut IO a. m . 
Size 
of lot 22x83 feet. 
Sale on the ground. 
M r s. J ohn I). S l e ig h t . 


SLAUGHTER. 
Prices at tile Slaughter Sale, on North- 
Front-street. 
Pins, one cent a paper; pearl 
dress buttons, a dozen, one cent; ten and cof­ 
fee pots, eight cents; spool cotton, two cent*; 
men s wool mils. five and IO cents; therinom 
elers, IU cents; carving kuife and fork. 25 
cents; and thousands of useful articles at 
half (lie usual rates. 


Gardiner. 
A. S. Denton has purchased the old school 
house in the Scboonmaker district and re­ 
moved it to his premises. 


READ AND W AIT 1 
If you value money you will wait until 
Wednesday, January iO, commencing on that 
date, sale to last l l days only, one of the 
largest Clothing Manufacturer* of Boston 
will slaughter, in the large store iii Music 
Hull building, over $25,000 worth of Gent’* 
and Boys’ fall and w inter clothing. 
These 
goods must lie converted Into casli regardless 
of prices. 
This will be the greatest opportu­ 
nity ever known to buy clothing at less than 
the making cost. 
People from out of tow n 
can come and save their expenses twice over 
by attending the tremendous slaughter. Over 
4,(KHI Overcoats aud Gent’s Odd Pants, in 
line Beavers, Chinchillas, Kersey*, Meltons, 
Harris A: Sawyer Cashmeres, elegant Im 
ported 
Corkscrews, Worsted, etc. 
Men’s 
heavy Melton Suits, $3 25, real cost to ninn 
ufacturc, $8.87; Men’s tine Kersey Over 
coats, $2.75, worth $8.72; Boy*' fine Caasi 
mere Suits, $2 70, worth $8.25; Men's all 
wool Dress Suits $5.95, worth $12 35; Men’s 
elegant 
Corkscrew 
Suits, 
$7 90, 
worth 
$15.95; Children’s Overcoats, $1.49 worth 
*4; Children's all-wool Suits, $1.80, worth 
$4.33; and thousand* of other grand liar 
gains one secs only once in a lifetime. It will 
pay you to come 30 miles. 
Remember the 
location, 80 John street. Music H all, near 
Post-Oilin'. Kingston, N. Y. 
Commencing 
January 16. 


“ Tints is T H E h o o t roil m e ! ” 
Don’t buy your rubber lioots until you 
have seen tile “ Colchester,” w ith sole leather 
heel. 
This is the Inst fitting and most dur­ 
able toot in the market. 
Made of the tost 
pure gum stock. 
The sole leather heel saves 
money to the wearer. 
Don’t buy your Arc 
ties until you have wen the Colchester Arc­ 
tic. with “ outside counter.” 
Ahead of all 
others in style and durability. 
If you want 
the worth of your money try Hie Colchester, 
with “ outside counter.” * Kept here by best 
stores. 
At wholesale by L. E. Scboonmaker 
A Co., New-York. 


CLAIRVOYANT EXAMINATIONS KURE, 
by Dr. E. F. Butterfield. 
There is no sub­ 
ject that requires so much study and expert 
enee os the treatm ent and cure of chronic dis 
cases. 
Tile astonishing success and remark 
able cures performed by Dr. Butterfield are 
due to the gift of Clairvoyance, to the long 
study of the constitution of man, and the cur­ 
ing of diseases from natural remedies. 
Let 
those given up by others call for examination. 
He cures the worst cases of Scrofula, Catarrh, 
Piles, Asthma. Female Weakness, Diseases 
of tho Heart, Lungs and Kidney*. 
Guaran­ 
tees to cure every case of Piles. 
At Eagle 
H otel,Kingston, on 
Monday, January 14, 
18,M(). 
Leaving hotel at 4 Y. it. 
At Madison 
House, Middletown, Tuesday, January 15, 
1889. 


ART STUDY AT HOME. 
“ Notes on Decorative A rt," covering val­ 
uable information on Tapestry, Oil Lustra 
aud Mineral Painting, free for four cents 
postage. 
Regular 
lessons 
by 
mail, aud 
studies, hand-painted, and chromos to rent 
A rt Ar r ec t, 27 W. 42d St., New’-York. 
Correspondents will please mention this paper. 


STEAM ER OLEN ER IE 
Leaves Rondout for Glasco and interme­ 
diate landings at 8 a ll., 11:30 a . m , 3:30 
iv m. 
Returning. loaves Glasco 9:80 a . m ., 
I r . M., 4:40 V■ M, 


KOU SALE! 
KOR s a l e ! 
The old established Boot. Shoe, Hut and 
Cap business of Wood Brothers', corner Wall 
and Jolliest reels, for sale. 


Organ for sale cheap to closeout tile stock. 
W i l l i a m W i n t e r , Roodout. 


A Printing Press with fine lot of type. 
Cheap, 
An Office Desk, cheap. 
Cement 
Company's Store. 


K h e u m a t i s n 


According to recent investigation* Im camus! by ex 
cen* of the lactic acid in the blood. Tin* acid at 
Looks the lllirou* tissues, particularly in the joints, 
and causes the local manifestations of the discs: 
julius and aches in the luck and shoulders, and in 
the joints at the knees, ankles, hip* and wrists. 
Thousands of people have found in Hood's Marse 
p irilia a positive and permanent cure for rbeumn 
tisiu. This medicine, by IU purifying aud vitalizing 
action, neutralize* th*- acidity of the blood and also 
builds up and strengthens the whole body. 
H ood’s S arsaparilla 


“I was laid up for six months with rheuinntium 
and used many kinds of medicines without good re­ 
sult tit! one of my nulghlioni told me to take Hood's 
Sarsaparilla. When I had wast half a bottle I felt 
better and after taking two bottles I tbiuk I was en 
tirely cured, os I have not hod an attack of rbeutua 
tim* since." Keo eke ll. Dixon, Rossville, Staten 
I land, N. Y. 
C ures R heum atism 


"I had attacks of rheumatism which increased in 
severity. I took tliree bottles of Iiood's Sarsaparilla 
and I am pleased to say the rheumatic (taitis ceased, 
my apis'tite and digestion became batter and my 
general health greatly Improved. I am firmly con­ 
vinced that Hood's Sarsaparilla cured me, as I have 
felt no recurrence of this blood disease.” Wk. 
8coon, Geneva, N. Y. 
N B. 
lf you make up your mind to try Hood's 
Bania parilD, do not bb Induced to take any other. 


IrTootTs S a r sa p a r illa 


Bold by all druggists, f t ; six for |5. Prepared only 
by C. I. HOOD d CO.. Lowell, Mass. 


IO O Doses One Dollar. 


Ii. II. M. & Co., Rondout. 


We have placed on our oounter 
one lot of ladies’ oloth Jackets. 
They are new style and excellent 
quality. We will* sell them at the 
uniform price of $3.50 each. Come 
in and sec them and find out how 
much less this is than the regular 
price. 
Ladies’ Plush Wraps at great bar­ 
gains to the buyer. 
Ladies’ and Children’! Cloaks at 
reduced prices.. 
What Holiday Goods we have 
eft at a very low figure. 


IEO B. MERRITT k COMPANY, 


U O N D O X J T . N . V . 


“Are You Wid Us?” 
( ‘ 
Vv , I V ' 


In order to stimulate trade during 


the usually dull month of January 


we shall make a special run on 


Parlor Furniture. 


S P E C IA L NO. I. 


A Mohair Plush Suite consisting 


of 6 pieces made of pure mohair 


plush, assorted colors, with Cherry 


Frames for $45.00. 


S P E C IA L NO. 2. 


A good suite made in 
first-class 


style, 0 piccts, in marbleized silk 


plush with 
Cherry 
or 
Walnut 


Frames for $55.00. 


S P E C IA L NO. 3. 


A silk plush or brocatelle suite 


best quality in Walnut, Oak 
or 


Cherry Spring Edge,usually sold for 


$100.00 our price $*0.00. 


S P E C IA L N O . 4. 


A Tuilcish lounge made up in 


French Crepe double back, with 


springs in back and 
head, $18.00 


Same in Cretonne...................$15 00 


“ 
“ 
Mohair Plush 
$24.00 


S P E C IA L N O . B. 


A solid black walnut couch made 


up in tow and covered with Ramie 


Cloth for $4.50. 


Hudson River Furniture Company. 
B O O K S ! 


1.000 Volumes of the popular ALTA 
12mo. books received and sold at 
very low prices. 
These are suit­ 
able for lite Sunday School Libra­ 
ry, Public Library, etc. 


IOO Volumes of the CH ANDOS 
CLASSICSERIES now on sale. 
Rare books at the prices uttered. 


1.000 Volumes of beautiful JITVEN- 
ILE ROOKS from 15 to 50 cents 
each. 
Great Bargains. 


Elegant Gift Books 


Standard Books in Sets. 


Christinas and New Year Cards. 


Fine China and Bric-a-Brac. 


FORSYTH & WILSON, 


Opposite the Court House, 


K I N O B T O N . 
N . V . 
Kingston Opera House. 


ONE NIGHT ONLY. 


M EYER’S 


STOCK TAKING 


Come* in a fair day* and we believe in a 
general 


M A R K D O W N 


a 
* 
r; * 
< • 
To unload Ell we can and thus give 


New Fresh Goods 


Each season. The old style of keeping good* to look 
at rather than take a loss, I* a “Bock Number" that 
we never wish to read. Uo to 


Meyer, The Shoe Dealer, 


The Spot Cash Bouse, 


Where jcoods are marked Id plain figure* 


.• 
’ i ’ * J \ 
26 Union-Ave., Rondout; 


i 
. 
.... 
45 North Front-Street. Kingston. 


Liscomb’s Opera House. 


ONE WEEK, COMMENCING 
Monday Evening, Jan. 7* 
Hamlin’s W.O. Concert 


—AND— 
SPECIALTY COMPANY. 


-T H E - 
“Acme” Quartette 


Equalled by Few, 


Unsurpassed by Any 


-A N D A - 
Strong Vaudeville 
Co. 


Change of Program m e N ightly. 
OUR PBICES - - IO and 15 Cts. 


The tost IO cent show in the world. Horse 
curs in waiting at clo#e. 


n o w 7 s THE TIME 


TO BUY1 YOUR 


Parlor Stoves. 


The Famous 


G o l d C o i n 


B A S K B U R N K R 


Is still the leader. 
Also an elabo­ 
rate variety of 


PARLOR STOVES 


Both Round and Square, from the 
cheapest to the most elegant in de­ 
sign, direct from the manufacturers: 
It will pay you to call and exam 
ine my stock before purchasing. 


Agent for the 


FK1DAY, JAN. ll, 1889. 


A m erica’s Favorite 
James H. Wall irk 


In the Sensational Mf lo Drama 


T h e C a ttle K in g .” 


Support**! by a powerful company. 


Beautiful Sceoery! 


Magnificent Costumes! 


Wonderful Horses! 


Tickets - - 25,35,50 and 75 Cts. 


c l S U “°W °° 
“ C 
Horse can at 


Liscomb’s Opera House. 


ONI NIGHT ONLY. 
JANUARY 15, 1889. 


g r a n d c o n c e r t 


-BY- 


\ itale Stephenson Combination 


-AND---- 


Miss Hall, of New-York City. 


Under the aurptoe* of 


R ondout Lod9«,No. 8 4 8 , F . A A . M . 


TIC K ETS BO CTS. 


opea at 7:80 o’clock. LUUilu*’w>^ St® 0.clock. Doors 


Bons Oars in waiting at 


D U N N I N G 


Patent Steam Heating Boilers 


Over 5,000 in use. 


E C O N O M Y 


STEAM AND WAH AIR FllMCR 


Plum bing, 


Steam H eating 


and Gas Fitting. 


Stoves, R anges 


and Furnaces 


Copper, Tin and 


Shoat Iron W ork . 


I 


HENRY E. WIEBER, 


42 Union-Avenue. 


r o n d o u t n . y . 


